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DEPARTMENT  OF  JUSTICE 
Drug  Enforcement  Administration 
21  CFR  Part  1308 

Exempt  Chemicai  Preparations 

agency:  Drug  Enforcement 
Administration  (DEA),  Justice. 
action:  Interim  rule  and  request  for 
comments. 

SUMMARY:  This  interim  rule  amends 
§  1308.24  of  Title  21  of  the  Code  of 
Federal  Regulations.  The  below-listed 
chemical  preparations  and  mixtures 
which  contain  controlled  substances 
replace  the  list  of  exempt  chemical 
preparations  set  forth  in  S  1308.24(i). 

This  action  is  DEA’s  periodic  review  of 
the  exempt  chemical  preparation  list. 
Preparations  included  in  the  list  are 
exempted  from  the  application  of 
specific  provisions  of  the 
Comprehensive  Drug  Abuse  Prevention 
and  Control  Act  of  1970,  and  from 
certain  Drug  Enforcement 
Administration  regulations. 
dates:  Effective  October  17, 1988. 
Comments  must  be  submitted  on  or 
before  October  17, 1988. 

ADDRESS:  Conunents  should  be 
submitted  to  Howard  McClain,  Jr.,  Chief, 
Drug  Control  Section,  Drug  Enforcement 
Administration,  1405 1  Street,  NW., 
Washington  DC  20537. 

FOR  FURTHER  INFORMATION  CONTACT: 
Howard  McClain,  Jr.,  Chief,  Drug 
Control  Section,  Telephone:  (202)  633- 
1366. 

SUPPLEMENTARY  INFORMATION:  The 

Controlled  Substances  Act  as  amended 
by  the  Dangerous  Drug  Diversion 
Control  Act  of  1984  authorizes  the 
Attorney  General  in  accordance  with  21 
U.S.C.  811  (g)(3)(B)  to  exempt  from 
specific  provisions  of  the  Act,  a 
compound,  mixture,  or  preparation 
which  contains  any  controlled 


substance,  which  is  not  for 
administration  to  a  human  being  or 
animal  and  whidi  is  packaged  in  such 
form  or  concentration,  or  with 
adulterants  or  denaturants,  so  that  as 
packaged  it  does  not  present  any 
significant  potential  for  abuse. 

The  Deputy  Assistant  Administrator 
of  the  Drug  &iforcement 
Administration’s  Office  of  Diversion 
Control  has  received  applications 
pursuant  to  §  1308.23  of  Title  21  of  the 
Code  of  Federal  Regulations  requesting 
approval  of  exempt  status  provided  for 
in  21  CFR  1308.24.  The  Deputy  Assistant 
Administrator  hereby  finds  that  each  of 
the  following  preparations  and  mixtures 
is  intended  for  laboratory,  industrial, 
educational,  or  special  research 
purposes,  is  not  intended  for  general 
administration  to  man  or  animal,  and 
either  (a)  contains  no  narcotic  controlled 
substances  and  is  packaged  in  sudi  a 
form  or  concentration  that  the  padcaged 
quantity  does  not  present  any  significant 
potential  for  abuse,  (b)  contains  either  a 
narcotic  or  non-narcotic  controlled 
substance  and  one  or  more  adulterating 
or  denaturing  agents  in  such  a  memner, 
combination,  quantity,  proportion,  or 
concentration  that  the  preparation  or 
mixture  does  not  present  any  potential 
for  abuse,  or  (c)  the  formulation  of  such 
preparation  or  mixture  incorporates 
methods  of  denaturing  or  other  means 
so  that  the  controlled  substance  cannot 
in  practice  be  removed,  and  therefore 
the  preparation  or  mixture  does  not 
present  any  significant  potential  for 
abuse.  The  Deputy  Assistant 
Administrator  further  finds  that 
exemption  of  the  following  chemical 
preparations  and  mixtiues  is  consistent 
wiffi  the  public  health  and  safety  as  well 
as  the  needs  of  the  researchers, 
chemical  analysts,  and  suppliers  of 
these  products. 

The  Deputy  Assistant  Administrator 
for  the  O^e  of  Diversion  Control 
hereby  certifies  that  these  matters  will 

Exempt  Chemical  Preparations 


have  no  significant  impact  upon  small 
businesses  or  other  entities  within  the 
meaning  and  intent  of  the  Regulatory 
Flexibility  Act,  5  U.S.C.  601  et  seq.  The 
addition  of  preparations  to  the  list  of 
exempt  chemical  preparations  has  the 
effect  of  exempting  them  fr'om  certain 
sections  of  the  Controlled  Substances 
Act  of  1970  and  its  regulations. 

It  has  been  determined  that  these 
changes  are  internal  matters  which  do 
not  require  formal  OMB  review. 

List  of  Subjects  in  21  CFR  Part  1308 

Administrative  practice  and 
procedure.  Drug  traffic  control. 

Narcotics,  Prescription  drugs. 

Under  the  authority  vested  in  the 
Attorney  General  by  section  202(d)  of 
the  Act  (21  U.S.C.  811  (g)(3)(B))  and 
delegated  to  the  Administrator  of  the 
Drug  Enforcement  Administration  by 
regidations  of  the  Department  of  Justice 
(28  CFR  0.100),  and  redelegated  to  the 
Deputy  Assistant  Administrator  of  the 
Drug  Enforcement  Administration, 

Office  of  Diversion  Control,  pursuant  to 
47  FR  43370,  the  Deputy  Assistant 
Administrator  of  the  Office  of  Diversion 
Control  hereby  amends  21  CFR  Part  1308 
as  set  forth  below. 

Dated:  August  25, 1988. 

Gene  R.  HaisUp, 

Deputy  Assistant  Administrator,  Office  of 
Diversion  Control,  Drug  Enforcement 
Administration. 

PART  1308— SCHEDULE  OF 
CONTROLLED  SUBSTANCES 

1.  The  authority  for  Part  1308 
continues  to  read  as  follows: 

Authority:  21  U.S.C.  811,  812,  871(b],  unless 
otherwise  noted. 

2.  In  §  1308.24(i)  the  table  is  revised  to 
read  as  follows: 

§  1308.24  Exempt  chemical  preparations. 

*  *  «  *  * 

(i)  *  *  * 


Date  of 
application 


03/09/88 

04/07/78 

04/22/76 

03/09/88 

12/02/86 

12/02/86 

12/02/66 

12/02/86 

12/02/86 

12/02/86 

10/09/85 

12/09/85 
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Exempt  Chemical  Preparations— Continued 


Manufacturer  or  supplier 


Abbott  Laboratories  .c 


Abbott  Laboratories . 


Abbott  Laboratories . . 


Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 

Abbott  Laboratories.. 

Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 

Abbott  Laboratories.. 

Abbott  Laboratories. 

Abbott  Laboratories. 


Abbott  Laboratories... 
Abbott  Laboratories... 
Abbott  Laboratories... 
Abbott  Laboratories... 
Abbott  Laboratories... 
Abbott  Laboratories... 
Abbott  Laboratories ... 
Abbott  Laboratories... 
Abbott  Laboratories... 
Abbott  Laboratories... 
Abbott  Laboratories... 
Abbott  Laboratories... 
Abbott  Laboratories... 
Abbott  Laboratories... 
Abbott  Laboratories... 
Abbott  Laboratories... 
Abbott  Laboratories... 
Abbott  Laboratories... 
Abbott  Laboratories.. 
Abbott  Laboratories.. 

Abbott  Laboratories.. 

Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories.. 

Abbott  Laboratories.. 

Abbott  Laboratories.. 
Abbott  Laboratories.. 
Abbott  Laboratories. 


Product  name/description 


Amphetannine  Class  Bulk  Calibrator  B-F . 


Amphetamine  Class  Bulk  Control  L  and  H . 


Amphetamine  Class  Bulk  Tracer  No.  94699.. 


Amphetamine  Class  Stock  Tracer  No.  94700 . 

Amphetamine  Stock  Standard,  No.  97072 . 

Amphetamine/  Metamphetamine  CX)  Primary  Bulk  Control  M.  No. 
9668-M. 

Amphetamine/  Methamphetamine  QC  Primary  Standard  Control  M, 
No.  9668-M. 

Barbital  Buffer  0.05  Molar . . . 

Barbital  Buffer.  0.06  M  Reagent  Solution  No.  7824 . 

Barbiturates  QC  Primary  Bulk  Control  M,  No.  9669-M . . 

Barbiturates  CX!  Primary  Standard  Control  M,  No.  9669-M . 

Benzodiazepines  Bulk  Calibrators,  A-F  No.  9674 . 

Benzodiazepines  Bulk  Controls.  L  and  H  No.  9674 . . . 

Benzodteaepines  QC  Primary  Bulk  Control  M,  No.  9674-M . 

Benzodiazepines  CX^  Primary  Bulk  Control  M,  No.  9674-M . 

Benzodiazepines  Serum  Bulk  Calibrators  B-F:  Code  No.  9682  B-F ... 


Benzodiazepines  Serum  Bulk  Calibrators:  No.  9682  B-F.. 


Benzodiazepines  Serum  Bulk  Controls  L,  M,  &  H:  Code  No  9682  L, 
M.&H. 

Benzodiazepines  Serum  Bulk  Controls:  No.  9682  L,  M,  H . 


Benzoylecgonine  Stock  Standard,  No.  97182 . 

CG  RIA  Oi^nostic  Kit  No.  7815 . 

Cannabinoids  Bulk  Calibrators  B-F . . . 

Cannabinoids  Bulk  Calibrators  B-F . . . . . 

Cannabinoids  Bulk  Controls  L,  M,  and  H . 

Cannabinoids  Bulk  Controls  L,  M,  H . 

Cannabinoids  Bulk  Tracer  (No.  94192) . 

Cannabinoids  Stock  Standard  (94568) . . . - . 

CannabirxMds  Stock  Standard  (No.  94193) . . . 

Cannabinoids  Stock  Tracer  (No.  94194) . . . 

Cholylglycine  Antiserum  (Rabbit)  Reagent  Solution  No.  7817 . 

Cocaine  Metabolite  Bulk  Calibrator,  B-F  No.  9670 . 

Cocaine  Metabolite  Bulk  Controls,  L  and  H  No.  9670 . 

Cocaine  Metabolite  Bulk  Tracer,  1^.  9670 . 

Cocaine  Metabolite  QC  Primary  Bulk  Control  M,  No.  9670-M . 

Cocaine  Metabolite  CXI  Primary  Standard  Control  M,  No.  9670-M.. 

Cocaine  Metabolite  Stock  Tracer,  No.  9670 . . . 

Morphine  Stock  Standard,  No.  97291 . 

Muiticonstituent  Bulk  Controls  L.  M,  H  (No.  9687-L,M,  H) . 

Nordiazepam  Serum  Bulk  Stock  Standard  No.  94941 . 


Nordiazepam  Serum  Bulk  Stock  Starxlard:  Code  No.  94941 . 


Nordiazepam  Serum  Stock  Standard:  Code  No.  94941 . 

Nordiazepam  Serum  Stock  Standard:  No.  94941 . 

Nordiazepam  Stock  Standard,  No.  97757 . 

Opiate  Bulk  Calibrators,  B-F  No.  9673 . 

Opiate  Bulk  Controls,  L  and  H  No.  9673 . 

O^es  Bulk  Calibrators  B-F:  No.  9673  B-F . 

O^tes  Bulk  Controls  L  and  H:  No.  9673  L,  H . . . 

O^tes  Bulk  Tracer,  No.  97458 . 

Opiates  Bulk  Tracer  No.  97458 . 

Opiates  QC  Primary  Bulk  Control  M,  No.  9673-M . 

Opiates  QC  Primary  Standard  Corrtrol  M,  No.  9673-M . . . 

Opiates  Stock  Tracer,  No.  98718 . 

Phencyclidine  Bulk  Calibrator,  B-F  No.  9672 . 

Phencyt^lidine  Bulk  Control  M  No.  9672 . 

Phencyclidine  Bulk  Controls,  L  and  H  No.  9672 . 

Phenc^idine  Stock  Standard,  No.  97158 . 

Phenobarbital  Enzyme  Inhibitor  Stock . 

Phenobarbital  Sto^  Solution  1  mg/  ml  Code  No.  94312 . 

Phenobarbital  Stock  Solution  10  mg/  ml  Code  No.  94313 . 

Phenobarbital  Stock  Standard  Solution . 

Polyethylene  Glycol  8000,  16%  Solution  in  0.09  M  Barbital  Buffer, 
No.  7541. 

Polyethylene  Glycol  8000,  18%  Solution  in  0.09M  Barbital  Buffer 
No.  07602. 

Secobarbital  Bulk  Calibrator,  B-F  No.  9669 . 

Secobarbital  Bulk  Controls,  L  and  H  No.  9669 . 

Secobarbital  Stock  Standard,  No.  97171 . 


Form  of  product 


Carboy.  10  liters;  Flasle  6  liters,  2 
liters,  1  liter,  250  ml,  200  ml. 

Carboy.  10  liters;  Flask:  6  liters,  2 
liters,  1  liter,  250  ml,  200  ml. 

Carboy  10  liters;  Flask:  6  liters,  2 
liters. 

Bottle:  30  rrri . . . 

BoMe:  125  ml . 

Flasks:  1  liter,  250  mL  and  200  ml . 


Bottle:  5  ml  ..„ 


Plastic  Bottle:  25  rtti,  5  ml . 

Plastic  Bottle:  2.5  ml . 

Flasks:  1  Hter,  250  ml,  and  200  ml _ 

Bottle:  5  ml . . . 

Flasks:  2  liter  . . . . 

Flasks:  2  liter . . . 

Flasks:  1  liter,  250  ml,  and  200  rrrl . 

Flasks:  1  Nter,  250  mL  and  200  ml . 

Carboy  10  liters;  Flask:  6  liters,  2 

liters. 

Carboy  20  titers,  10  liters:  Flask:  6 
liters,  2  Uters,  1  liter. 

Carboy  10  Kt^  Flask:  6  liters,  2 
liters. 

Carboy  20  liters,  10  liters;  Flask:  6 

Hlers,  2  liters,  1  Nter,  250  mL  200 

rrrl. 

Bottle:  125  ml . . . 

Kit  100  tests . . . 

Flasks:  2  liters . 

Flask:  6  Nter . . . 

Flask:  6  liters . - . . 

Flasks:  2  Hers . 

Flasks:  4  liters . . . 

Bottle:  125  ml . . . 

Bottle:  125  ml . 

Flask:  5  ml . 

Plastic  Bottle:  20  ml„ . . . 

Flask:  2  Nter . 

Flask:  2  liter . . . 

Flask:  4  Her . 

Flasks:  1  Her,  250  ml,  arxl  200  ml . 

Bottle:  5  ml . 

Vial:  5  ml . . . 

Vial:  125  ml . 

Flask:  10  Hers . 

Carboy  10  Hers;  Flask:  6  Hers,  2 

Hers,  1  Her. 

Carboy  10  Hers;  Flask:  6  Hers,  2 
Hers. 

Bottle:  125  ml . 

Bottle:  125  ml . 

Bottle:  125  ml . 

Flasks:  2  Her . 

Flasks:  2  Her . 

Carboy  10  Hers . 

Carboy  10  Her . 

Flask:  4  Her . 

Carboy  10  Hers . 

Flasks:  1  Her,  250  ml,  and  200  ml . 

Bottle:  5  ml . 

Bottle:  30  ml . 

Flask:  2  Her . 

Flask:  2  Liters . 

Flask:  2  Her . 

Bottle:  125  ml . 

Vial:  2  ml . 

Plastic  Bottle:  125  mi 

Plastic  Bottle:  125  ml 

Bottle:  1  Her . 

Plastic  Bottle:  300  ml,  150  ml . 

Stainless  Steel  Tank:  1000  Hers . 


Date  of 
application 


Flask:  2  Her . 

Flask:  2  Her . 

Bottle:  125  ml. 


03/01/88 

03/01/88 

03/01/88 

03/01/88 

09/30/85 

11/10/87 

11/10/87 

04/22/76 

04/07/78 

11/10/87 

11/10/87 

04/21/86 

04/21/86 

11/10/87 

11/10/87 

12/07/87 

05/02/88 

12/07/87 

05/02/88 


11/21/85 

04/07/78 

10/24/86 

06/19/87 

06/19/87 

10/24/86 

10/27/86 

06/19/87 

10/24/86 

10/27/86 

04/07/78 

10/28/85 

10/28/85 

10/29/85 

11/10/87 

11/10/87 

10/29/85 

10/16/85 

09/03/87 

05/02/88 

12/07/87 

12/07/87 

05/02/88 

04/21/86 

05/07/86 

05/07/86 

02/29/88 

02/29/88 

05/07/86 

02/29/88 

11/10/87 

11/10/87 

05/07/86 

03/21/86 

09/26/86 

03/21/86 

11/21/85 

01/20/84 

03/23/87 

03/23/87 

08/12/82 

09/21/77 

03/09/88 

03/21/86 

03/21/86 

11/21/85 
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Exempt  Chemical  PREPARATiONS--Continued 


Manufacturer  or  supplier 


Product  name/descfiplion 


Form  of  product 


Date  of 
application 


AblMtt  Laboratories _ _ _  Spectrum  Phenobarbital  Calibrator  ll-VI,  Nos.  9755,  9757,  9759, 

9761,  9763. 

Abbott  Laboratories _ _ Spectrum  Phenobarbital  Control,  Nos.  9876, 9678, 9880.  (LM.H)..« . 

Abbott  Laboratories . .  T  4  RIA  (PEG)  Diagnostic  Kit . 

Abbott  Laboratories . . . .  TDx  Amphetamine  Class  Calibrators  9667-01 . . . . . — 

Abbott  Laboratories .  TDx  Amphetamine  Class  Calibrators  B-F — . 

Abbott  Laboratories .  TDx  Amphetamine  Class  C^trol  L  and  H . . . . . . . . 

Abbott  Laboratories .  TDx  An^hetamine  Class  Controls  9667-10 . - . . . . 

Abbott  Laboratories . . . .  TDx  Amphetamine  Class  Reagent  Pack  9667-20 . . . 

Abbott  Laboratories .  TDx  Amphetamine  Class  Tracer  9667-T . 

Abbott  Laboratories .  TDx  Amphetatiane/Mettiaiaphelainine  Calibrator,  No.  9668-01 . — 

Abbott  Laboratories .  TDx  Amphetamine/Methamphetamine  Ckrntrols,  No.  9668-10 . 

Abbott  Laboratories . — .  TDx  Barbiturates  Calibrators,  B-F  No.  9669 . . . 

Abbott  Laboratories .  TDx  Barbiturates  Control,  L  and  H  Na  9669 . . . 

Abbott  Laboratories _ _ _ _  TDx  Benzodiazepines  Calibrators,  No.  9674-01 . . . — . 

Abbott  Laboratories .  TDx  Benzodiazepines  Controls.  No.  9674-10- . . . - . 

Abbott  Laboratories .  TDx  Benzodiazepines  Serum  Calibrator  Na  9662  B-F . — . 

Abbott  Laboratories .  TDx  Benzodiazepines  Serum  Calibrators  B-F:  Code  No.  9682  B-F . 

Abbott  Laboratories . . . .  TDx  Benzodiazepines  Serum  Calibralors:  Code  No.  9682-01  — . 

Abbott  Laboratories....- _ _ _ _  TDx  Benzodiazepines  Serum  CaKbrators:  No.  9682-01 . . . 

Abbott  Laboratories _ _  TDx  Benzodiazepines  Serum  Controls  Ljyl,  &  H:  No.  9682  L,M.H . 

Abbott  Laboratories .  TDx  Benzodiazepines  Serum  (Controls  L,M,H:  No.  9682  L,M,H . 

Abbott  Laboratories _  TDx  Benzodiazepines  Serum  CkmtrolB:  Code  No.  9682-10 . . 

Abbott  Laboratories . .  TDx  Benzodiazepines  Serum  Controls:  No.  9682-10 . 

Abbott  Laboratories _ _ _  TDx  Cannabinoids  CaSbrMors  B-F  (9671-02). . . . 

Abbott  Laboratories .  TDx  Cannabinoids  Calibrators  B-F  (No.  9671-01) . 

Abbott  Laboratories _ _ _  TDx  Cannabinoids  Controls  LM.  and  H  (9671-1 1) - - - 

Abbott  Laboratories _ _ _  TDx  Cannabinoids  Controls  L,M,H  (No.  %71-10) . 

Abbott  Laboratories .  TDx  Cannabinoids  Fluorescein  Tracer  Solution  (No.  9671 -T) . 

Abbott  Laboratories . . - .  TDx  Cannabinoids  Reagent  Pack  (Na  9671-20) . . . . . 

Abbott  Laboratories . . . - .  TDx  (k)caine  Metabolite  Calibrator,  B-F  No.  9670 . - . 

Abbott  Laboratories . .  TDx  Cocaine  Metabolite  CkNitroL  L  atxf  H  No.  9669...- . 

Abbott  Laboratories . .  TDx  Ckxaine  Metabolite  Reagent  Pack . . 

Abbott  Laboratories .  TDx  Multiconstituent  Controls  LM.H  (No.  9687-L,M>l)  - . 

Abbott  Laboratories . . . -  TDx  Opiates  Calibrators  B-F:  No.  9673-01 — . . . - . 

Abbott  Laboratories .  TDx  Opiates  Calibrators,  B-F  No.  9673 . . . . 

Abbott  Laboratories . . . .  TDx  Opiates  C^trols  L  and  H:  No.  9673  l,H . 

Abbott  Laboratories . -  TDx  Opiates  (Controls,  L  and  H  Na  9673 . . — . - . 

Abbott  Laboratories . - .  TDx  Opiates  Fluorescein  Tracer  Solution:  No.  9673-T . . 


Abbott  Laboratories  .. 
Abbott  Laboratories.. 
Abbott  Laboratories. 
Abbott  Laboratories.. 
Abbott  Laboratories . 


Abbott  Laboratories - 

Abbott  Laboratories _ 


Abbott  Laboratories... 


Abbott  Laboratories .  Thyroxine  Antiserum:  No.  05929. 


TDx  CDpiates  Reagent  Pack  No.  9673-20- . — . 

TDx  Phencyclidine  Calibrators,  B-F  No.  9672. . — . 

TDx  Phenc)«lidine  Ckxttrol  M  No.  9672 . — . - . 

TDx  Phencydidirte  Ckmtrols,  L  and  H  No.  9672 . . . 

TDx  Phenobarbital  Calibrator— 0.0,  SJO.  KLO.  20.0,  40D,  and  80.0 
meg/  ml. 

TDx  Phenobarbital  Ckmtrols— ISA  30A  50.0  meg/  ml _ 

TDx  Systems  Multiconstituent  C^oittrols  for  Abused  Drug  (No.  9687- 
10). 

Thyroxine  Antiserum  (Sheep,  Rabbit  or  GoaQ- . . . 


10/03/85 

04/22/76 

03/01/88 

03/01/88 

03/01/68 

03/01/88 

03/01/88 

03/01/88 

08/23/85 

08/23/85 

10/08/85 

10/08/85 

04/21/86 

04/21/86 

05/02/88 

12/07/88 

12/07/88 

05/02/88 

12/07/87 

05/02/88 

12/07/88 

05/02/88 

06/19/87 

10/24/86 

06/19/87 

10/24/86 

10/27/86 

10/27/86 

10/02/85 

10/02/85 

10/02/85 

09/03/8‘' 

02/29/88 

05/07/86 

02/29/88 

05/07/86 

02/29/88 

05/07/86 

10/09/85 

09/26/66 

10/09/85 

08/31/81 

08/31/81 

09/03/87 

04/22/76 

03/09/88 


Abbott  Laboratories .  Thyroxine  Btoding  Globulin,  Thyroxine  1 125. 


Adrl/Technam 

Adri/Technam _ _ _  3-Ortho-Carboxymethylmorphine . - . . . . . 

Adti/Technam .  5-Ettiy1-5-(1-C;arboxy-n-propyl)  Barbituric  Acid . . — . - . 

Adri/Technam . - . . . - . .  5-£lhyl-5-(1-Carboxy-n-proi^)  Barbituric  Acid-Bovine  Serum  Albu¬ 

min. 

/Idii/Technam . - . .  5-Ethyl-5-(1-Carboxy-n-propyl)  Barbituric  Acid-Rabbit  Serum  Albu¬ 

min. 

Adri/Technam . . .  Barbiturate  Standard . — . — . 

Adri/Technam . . .  Barbituric  Add  Sensitized  Red  Blood  Cetts  — . 

Adri/Technam _ _  Benzoyl  Eegonine . - . 

/Vdri/Technam . . . . . .  Benzoyl  Eegonine  Sensitized  Red  Blood  Cells . - . 

Adri/Technam . — . . .  Benzoyl  Eegonine  Standard . . . 

Adri/Technam . - .  Benzoyl  Ecgor»ne-BSA . . . . . 

Adri/Technam .  Benzoyl  Eegonine-RSA . - . - . - . 

Adri/Technam . - . .  CMM-BSA  arto  CMM-RSA  ((^arboxymethylmorphine  Bovtoe  Serum 

/Ubumin  or  Carboxymethylmorphine  Rabbit  Serum  Albumin). 

Adri/Technam . - .  Carxiabuse  Cannabidiol  Standard - - — . . . 

/Idri/Technam . - . - .  Carmabuse  Delta  8  THC  Carboxylic  Add  Standard 

/Vdri/Technam . - _ _ _ _  Cannabuse  Delta  8  THC  Caifaoi^  Add  Startoard 

Adri/Technam . . .  Cannabuse  Delta  9  THC  Carbox^  Add  Standard 

Adri/Technam _ _ _  Cannabuse  Delta  9  THC  Carboiqffic  Add  Standard . 

Adri/Technam . .  Cannabuse  Delta  9  THC  Standard . 

Adri/Technam _ _ _  Cannabuse  Delta  9  THC  Standard — . — . — . -... 

Adri/Technam . . .  Drug  Standvds,  Add/Neutral  Mixture  A  and  B - - — . . . 

Adri/Technam . - .  Drug  Standards,  Basic  Mixture  A  and  B . — . 


05/03/73 

05/03/73 

05/03/73 


07/17/76 

05/03/73 

04/18/74 

05/03/73 

07/17/76 

07/21/75 

07/21/75 

05/03/73 

05/03/85 

09/19/84 

09/19/84 

09/19/84 

09/19/84 

09/19/84 

09/19/84 

11/15/85 

11/15/85 
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Exempt  Chemical  Preparations— Continued 


Manufscturer  or  supplier 


Product  name/description 


Form  of  product 


Date  of 
application 


Adri/Technam . 

Adti/Technam  .... 
Adri/Technam .... 
Adri/Technam .... 


Methadone  Standard . 

Morphine  Sensitized  Red  Blood  Cells . 
Morphme  Standard  (in  distiHed  water) . 
Tropinecarboxylic  Acid  (ecgonine) . 


American  Monitor  Corporation 

American  Monitor  Corporation .  Qualify  I... 

American  Morritor  Corjxxation .  Qualify  II.. 

Amersham  Corporation 

Amersham  Corporation .  Amerlex  1 

Amersham  Corporation .  Amerlex  1 

Amersham  Corporation .  Amertex-f 

Amersham  Corporation .  Amerlex-i 

Amersham  Corporation .  Amerlex-f 

Amersham  Corix>ration .  Amerlite  ' 


Amersham 

Amersham 

Amersham 

Amersham 

Amersham 

Amersham 

Amersham 

Amersham 

Amersham 

Amersham 

Amersham 

Amersham 

Amersham 

Amersham 

Amersham 


Corporation 

Corporation 

Corporation 

Corporation 

(k>rporation 

Corporation 

Corporation 

Corporation 

Corporation 

Corporation 

Corix>ration 

CoTfXKation 

Corporation 

Corporation 

Corporation 


Amerlex  T-3  RIA  Kit  IM  2000,  IM  2001.  IM  2004 . 

Amerlex  T-4  RIA  KH.  IM  2010,  IM  2011,  IM  2014 . 

Amertex-M  B4iCG  Radioimmunoassay  Kit  IM  3091,  IM  3094 . 

Amerlex-M  T3  RIA  Kit  1M.3001,  1M.3004 . 

Amerlex-M  T4  RIA  Kit  1M.3011. 1M.3014 . 

Amerlite  TT3  Assay:  Catalog  Code  Lan.  0003,  Lan.  1003,  and  Lan. 

2003. 

Amerlite  TT4  Assay:  Catalog  Code  Lan.  0002,  Lan.  1002,  Lan.  2002.. 

Codeine  (N-methyl-C14)  Hydrochloride . 

Morphine  (N-methyl-C14)  Hydrodoride  No.  CFA-363 . 

Pheno  [2-1 4C]  barbital  Catalog  No.  CFA  537 . 

Prolactin  RIA  Kit,  IM  1060, 1061 . 

T-3  Uptake  (MAA)  Kit-IM  1020,  IM  1021,  IM  1024 . 

[1(N)-3H]  Hydromorphone  TRQ  4729 . 

[1(n)-3H]  Codeine.  No.  TRK  448 . 

[1(n)-3H]Morphino.  No.  TRK-447 . 

[1,7,8(n)-3H]Dihydromorphine,  No.  TRK-450 . 

[15. 16(n)-3H]  Etorphine,  Catalog  No.  TRK  476 . 

[15,16(n)-3H]  Etorj^iine  Catalog  No.  TRK  476 . 

[2(n)-3H]  Lysergic  Acid  Diethylamide,  No.  TRK.  461 . 

[2-1 4C]  Diazepam  Catalog  No.  CFA.591 . 

[N-methyl-3H]  Diazepam  Catalog  Code;  TRK.572 . 


Special  Toxi-Discs.. 


Toxi-Control  THC.. 


Toxi-Disc  A  Series.. 


Toxi-Lab  Cannabinokf  (THC)  Screen. 


Analytical  Systems,  DIv.  Marion 
Laboratories,  Inc. 

Analytical  Systems.  Div  Marion  Lab-  Proficiency  Sample - 

oratories,  Inc. 

Analytical  Systems,  Div  Marion  Lab-  Special  Toxi-Discs - 

oratories,  Inc. 

Analytical  Systems.  Div.  Marion  Lab-  Toxi-Control . . 

oratories,  Inc. 

Analytical  Systems.  Div.  Marion  Lab-  Toxi-Control  THC . . 

oratories,  Inc. 

Analytical  Systems.  Div.  Marion  Lab-  Toxi-Disc  A  Series - - 

oratories,  Inc. 

Analytical  Systems.  Div.  Marion  Lab-  Toxi-Disc  B  Series - - 

oratories,  Inc. 

Analytical  Systems.  Div  Marion  Lab-  Toxi-Discs  THC . . 

oratories.  Inc. 

Analytical  Systems.  Div  Marion  Lab-  Toxi-Grams . . 

oratories.  Inc. 

Analytical  Systems.  Dtv  Marion  cab-  Toxi-Lab  Cannabinokf  (THC)  So 
oratories,  Inc. 

Applied  Science  Laboratories 

Apptieo  Science  Laboratories .  6-Monoacetylmorphine  HCI . 

Applied  Science  Laboratories .  Allylisobutylbarbituric  Ackf - 

Applied  Science  Laboratories .  Alphaprodine  HCL . — 

Applied  Science  Laboratories .  Alphenal . 

Applied  Science  Laboratories .  Alprazolam . 

Applied  Science  Laboratories .  Amobarbital . 

Applied  Science  Laboratories .  Amphetamine  HCL . 

Applied  Science  Laboratories .  Aprobarbital . 

Applied  Science  Laboratories .  Barbital . 

Applied  Science  Laboratories .  Barbiturates.  Mixture  4 . . 

Applied  Science  Laboratories .  Benzoylecgonine  Tetrahydrate_ 

Applied  Science  Laboratories .  Benzphetamine  HCL . . . 

/Applied  Science  Laboratories. .  Butabarbital . - . . 

Applied  Science  Laboratories .  Butethal...„ . 

Applied  Science  Laboratories .  Cannabidiol . . 

Applied  Science  Laboratories..- .  Cannabinol - . — 

Applied  Science  Laboratories .  Chloral  Hydrate . 

Applied  SaerKe  Laboratories .  Chlordiazepoxide  H(5L . 

Applied  Saence  Laboratones .  Clonazepam . 

Applied  Science  Laboratories .  Clorazepate  Dipotassium 

Applied  Science  Laboratories .  Cocaine . 

Applied  Science  Laboratories .  Codeine . - . - . . 

/Vpplied  Science  Laboratories .  Delta-8-T etrahydro-carmabinol- 

AppUed  Science  Laboratories .  Delta-9-Tetrahydrocannabinol... 


Toxi-Disc  B  Series . . . 

Toxi-Discs  THC . . . 


07/17/76 

05/03/73 

07/17/77 

05/03/73 


10/09/75 

10/09/75 


02/16/80 

02/06/80 

06/19/85 

08/27/86 

08/27/86 

11/24/87 

11/24/87 

03/27/72 

03/27/72 

11/05/74 

03/28/80 

02/05/79 

07/31/87 

02/26/74 

02/26/74 

02/26/74 

11/19/74 

02/17/75 

05/22/74 

09/28/77 

09/28/77 


03/30/88 

01/24/73 

04/16/85 

01/24/73 

04/16/85 

01/24/73 

01/24/73 

01/24/73 

01/24/73 

10/04/72 

04/16/85 

04/16/85 

01/24/73 

01/24/73 

03/30/88 

03/30/88 

04/16/85 

04/16/85 

04/16/85 

04/16/85 

01/24/73 

01/24/73 

03/30/88 

04/16/65 
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Manufacturer  or  supplier 


Product  name/description 


Form  of  product 


Date  of 
application 


Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  SderxM  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Scierx»  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.-. 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  SderKie  Laboratories.... 
Appied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Appied  Science  Laboratories.... 
Applied  Sdenoe  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Scierx»  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 
Applied  Science  Laboratories.... 

Applied  Science  Laboratories . 

Applied  Science  Laboratories . 

Applied  ScierKe  Laboratories...., 

Applied  Science  Laboratories . 

Applied  ScietKe  Laboratories . 

Applied  Science  Laboratories . 

Applied  ScierKe  Laboratories . 

Applied  Science  Laboratories . 

Applied  Sdertce  Laboratories . 

Applied  Science  Laboratories . 

Applied  Science  Laboratories . 

Applied  Science  Laboratories . 

Applied  Science  Laboratories . 

Applied  ScierK»  Laboratories . 

Appied  Science  Laboratories . 

Applied  Science  Laboratories . 

Applied  Science  Laboratories . 

Applied  Science  Laboratories . 

Applied  SderxM  Laboratories . 

Applied  Science  Laboratories . 

A^ied  Science  Laboratories...., 
Applied  Science  Laboratories.... 

Applied  Scief)ce  Laboratories . 

Applied  Science  Laboratories . 

Applied  Science  Laboratories...., 
Applied  Science  Laboratories...., 
Applied  Science  Laboratories...., 
Applied  Science  Laboratories.... 

Applied  Sdenoe  Laboratories . 

Applied  Science  Laboratories.... 

Applied  Science  Laboratories . 

Applied  Science  Laboratories . 

Applied  Science  Laboratories . 

Applied  SderKe  Laboratories . 

Applied  Sderrce  Laboratories . 

Applied  SderxM  Laboratories . 

Applied  Science  Laboratories . 

Applied  Sderrce  Laboratories . 

Applied  Science  Laboratories . 

Applied  Science  Laboratories . 

Applied  Sdertce  Laboratories . 

Applied  Sdertce  Laboratories . 

Applied  Science  Laboratories . 


10/04/72 

04/16/85 

04/16/85 

01/24/73 

04/16/85 

04/16/85 

04/16/85 

04/16/85 

11/03/86 

10/21/86 

11/03/86 

10/21/86 

04/16/85 

03/30/88 

01/24/73 

01/24/73 

01/24/73 

04/16/85 

04/16/85 

04/16/85 

01/24/73 

04/16/85 

01/24/73 

01/24/73 

04/16/85 

04/16/85 

04/16/85 

04/16/85 

04/16/85 

04/16/85 

03/30/88 

03/30/88 

01/24/73 

01/24/73 

01/24/73 

01/24/73 

01/24/73 

01/24/73 

04/16/85 

04/16/85 

01/24/73 

04/16/85 

10/04/72 

10/04/72 

10/04/72 

10/04/72 

10/04/72 

01/24/73 

01/24/73 

03/30/88 

04/16/85 

03/30/88 

04/16/85 

10/04/72 

04/16/85 

04/16/85 

04/16/85 

04/16/85 

04/16/85 

04/16/85 

01/24/73 

01/24/73 

01/24/73 

04/16/85 

01/24/73 

04/16/85 

04/16/85 

03/30/88 

04/16/85 

11/06/87 

01/24/73 

10/04/72 

04/16/85 

01/24/73 

01/24/73 

03/30/88 

04/16/85 
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Manufacturer  or  supplier 

Product  name/ description 

Form  of  product 

Armed  Forces  Institute  of 
PatIwtogy 

Armed  Forces  Institute  of  Pathology . 

1 1-rKX-9-cartx}xy.delta  8-THC  in  Etharx)!  /Ampules . 

10  ml  .  ' 

Astral  Medical  Systems 

Astral  Medical  Systems . 

Barbital  Buffer . . . 

Astral  Medical  ^sterns 

Barbital  Lactate  Buffer . . 

Asfeal  Medical  Systems 

Isoenzyme  Buffer . 

Astral  Medical  Systems 

Tris-Barbital  Sodium  Barbital  Buffer 

BHP  Diagnostix 

BHP  Diagnostix . 

Kodak  Ektachem-DT  Calibrator . 

Baxter  Healthcare  Corporation, 

Dade  Division 

Baxter  Healthcare  Corporation,  Dade 

(1251)  Human  TSH  Tracer  (Lyophilize<9,  Catalog  No.  CA-2691  . . 

Division. 

Baxter  Healthcare  Corporation,  Dade 

(1251)  Human  TSH  Tracer,  Catalog  No.  C/t-261 1 . 

Division. 

Baxter  Healthcare  Corporation,  Dade 

Absorbed  Plasma  and  Serum  Reagents  Kit  (Catalog  No.  B4233-2) . 

Kit  5  Vials .  .  .  . . 

Division. 

Baxter  Healthcare  Corporation,  Dade 

Absorbed  Plasma  arul  Serum  Reagents  Kit  B4233-2 . 

Glass  Vied:  5  ml  (Lyophilized  Material) .. 

Division. 

Baxter  Healthcare  Corporation,  Dade 

Anticonvulsant  Drug  Controls,  Levels  1  and  II,  Catalog  Nos.  CA-2419 

Glass  Vial;  3.5  ml..  . . 

Division. 

Baxter  Healthcare  Corporation,  Dade 

and  CA-2420. 

Bovine  Chemistry  Control  I.X  Special  Order  Request  B5107-55XX . 

Bottle:  18  ml  (Lyophilized  Material) . 

Division. 

Baxter  Healthcare  Corporation,  Dade 

Bovine  Chemistry  Control  II.X  Special  Order  Request  B5107-65XX . 

Bottle:  16  ml  (Lyophilized  Material) _ 

Division. 

Baxter  Healthcare  Corporation,  Dade 
Division. 

Baxter  Healthcare  Corporation,  Dade 

Buffered  Thrombin  (Bovine)  Catalog  No.  B4233-40 . . 

Clinical  Assays  GammaCoat  (1251)  Phefx>barbital  Radioimmunoas- 

Kit  50  Assays,  500  Assays . 

Division. 

Baxter  Healthcare  Corporation,  Dade 

say  KK  Catalog  Nos.  CA-2545,  CA-2565. 

Clinicai  Assays  GammaCoat  (1251)  Phenytoin  Radioimmunoassay  Kit 

Kit  50  Assays,  500  Assays . . 

Division. 

Baxter  Healthcare  Corporation,  Dade 

Catalog  Nos.  CA-2537,  CA-2557. 

Clinical  Assays  GammaCoat  (1251)  T3  Uptake  Radioimmunoassay 

Kit  100  Assays,  100  Assays,  500 

Division. 

Kit  Catalog  Nos.  CA-2539,  CA-2539J,  CA-2559,  CA-2559J. 

Assays,  500  Assays. 

Baxter  Healthcare  Corporation,  Dade 

Clinical  Assays  GammalMb  (1251)  HS-HTSH  Radioimmunoassay  Kit 

Kit  125  Assays . . . 

Division. 

Baxter  Healthcare  Corporation,  Dade 

Catalog  No.  CA-1573. 

Cknical  Assays  GammaDab  (1251)  HTSH  RadioimmurKMSsay  Ktt 

Kit  125  Assays . 

Division. 

Baxter  Healthcare  Corporation,  Dade 
Division. 

Catalog  No.  CA-2591J. 

Dade  Immurniassay  Control,  Level  l-Low . . 

Baxter  Healthcare  Corporation,  Dade 
Division. 

Dade  Immurxiassay  Control,  Level  l-Low . 

Baxter  Healthcare  Corporation,  Dade 
Division. 

Dade  Immunoassay  Control,  Level  ll-Intermediate . 

Baxter  Healthcare  Corporation,  Dade 
Divisioa 

Dade  Immurxrassay  Control.  Level  Ill-High . 

Baxter  Healthcare  Corporation,  Dade 
Division. 

Baxter  Healthcare  Corporation,  Dade 

Data-Fi  Fibrin  Monomer  Control  Catalog  Nos.  B4233-30  &  B4233- 

lized  Material). 

Glass  Viat  5  ml  (Lyophilized  Material).. 

Divisioa 

Baxter  Healthcare  Corporation,  Dade 

38. 

Data-Fi  Protamine  Sulfate  Reagents  Kit  (Catalog  No.  B4233-30) . 

Kit  10  Vials . . . 

Division. 

Baxter  Healthcare  Corporation,  Dade 
Divisioa 

Baxter  Healthcare  Corporation,  Dade 
Division. 

Baxter  Healthcare  Corporatioa  Dade 

HTSH  Non-Specific  Binding  Reagent  Catalog  No.  CA-2752 . 

Glass  Vial:  3.5  ml . . 

Divisioa 

Baxter  Healthcare  Corporation,  Dade 
Division. 

HTSH  Non-Specific  Binding  Reagent  Catalog  No.  CA-2780 . 

Glass  Viat  3.5  ml.._ . 

Baxter  Healthcare  Corporation,  Dade 

Human  TSH  Controls  Levels  1  and  It  Catalog  Nos.  CA-2452  and 

Glass  Vial:  3.5  ml -  - - . 

Divisioa 

Baxter  Healthcare  Corporation,  Dade 

0-2453. 

Moni-Trol  Level  1  Chemistry  Controt  Assayed,  Special  Order  Re- 

Bottle:  9  ml  (Lyophilzed  Material) . 

Division. 

Baxter  Healthcare  Corporation,  Dade 
Divisioa 

quest  B5103-XXX 

Moni-Trol  Level  IJ(  Special  Order  Request  B5106-5X . . . 

Bottle:  16  ml  (Lyophilized  Material) . 

Baxter  Healthcare  Corporation,  Dade 

Moni-Trol  Level  II  Chemistry  Control,  Assayed,  Special  Order  Re- 

Bottle:  9  ml  (Lyophilized  Material) . . 

Divisioa 

Baxter  Healthcare  Corporation,  Dade 
Divisioa 

quest  B5103-XXX,  B5113-XXX. 

Baxter  Healthcare  Corporation,  Dade 
Division. 

Baxter  Healthcare  Corporation,  Dade 

Moni-Trol.  ES  Level  1  Chemistry  Control,  Assayed . 

Moni-Trol.  ES  Level  I.X  Special  Order  Request  Catalog  No.  B5106- 

Bottles;  9  ml,  6.7  ml  (Lyophilized  Ma¬ 
terial). 

Bottle;  18  ml,  9  ml  (Lyophilized  Mate- 

Divisioa 

75AAA  Catalog  No.  BS106-1XAAA. 

rial). 

Date  of 
appication 


01/25/82 


05/01/85 

05/01/85 

05/01/85 

05/01/85 


01/05/85 

09/09/86 

09/09/86 

03/10/87 

08/16/71 

09/09/86 

01/29/86 

01/29/86 

01/24/86 

09/09/86 

09/09/86 

09/09/86 

09/09/M 

09/09/86 

04/25/86 

04/25/86 

04/25/86 

04/25/86 

04/11/85 

01/24/86 

03/10/87 

07/20/83 

05/18/81 

09/09/86 

09/09/86 

09/09/86 

01/20/84 

06/30/83 

01/20/84 

06/30/83 

07/15/83 

06/27/86 
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Manufacturer  or  supplier 


Product  nacfie/description 


Form  of  product 


Date  of 
application 


Baxter  Healthcare 
DivisiorL 

Baxter  Healthcare 
Division. 

Baxter  Healthcare 
Divisioa 

Baxter  Healthcare 
Division. 

Baxter  Healthcare 
Division. 

Baxter  Healthcare 
Division. 

Baxter  Healthcare 
Division. 

Baxter  Healthcare 
Division. 

Baxter  Healthcare 
Division. 

Baxter  Healthcare 
Division. 

Baxter  Healthcare 
Division. 

Baxter  Healthcare 
Division. 

Baxter  Healthcare 
Division. 

Baxter  Healthcare 
Division. 

Baxter  Healthcare 
Division. 


Corporatioa  I 

Corporatioa  I 

Corporatioa  I 

Corporation,  I 

Corporatioa  ^ 

Corporatioa 

Corporatioa 

Corporatioa 

Corporation, 

Corporation, 

Corporation, 

Corporation, 

Corporatioa 

Corporation, 

Corporatioa 


Moni-TroL  ES  Level  II  Chemistiy  Control,  Assayed.. 


Moni-Troi.  ES  Level  II.X  Special  Order  Request  Catalog  No.  B5106- 
85AAA  Catalog  No.  BS106-2XAAA. 

Owren’s  Veronal  Buffer . . . . 


Bottles:  9  ml,  6.7  ml  (Lyophitized  Ma- 
teriaQ. 

Bottles:  18  ml,  9  ml  (LyophiNzed  Ma¬ 
terial). 

Bottle:  18  ml . . . 


Rabbit  Anti-Human  TSH  Serum,  Catalog  No.  CA-2109 . J  Glass  Vial:  20  ml.. 


Stratus  Phenobarbital  Calibrators  B,  C,  D,  E,  &  F . . . . .  Glass  Vial:  3  ml.. 

Stratus  Phenobarbital  Conjugate . . .  Glass  Vtah  6  ml.. 


Stratus  Phenobarbital  Fhxxometric  Enzyme  Immunoassay  Kit  (Cata¬ 
log  No.  B5700-22). 

Stratus  TDM  Control  Level  l-Low  B5700-2 . 


Glass  Vial:  9  ml  (Lyophitized  MateriaQ. 


Stratus  TDM  Control  Level  ll-Intermediate  B5700-3 .  Glass  Vial:  9  ml  (Lyophitized  MateriaQ . 

Stratus  TDM  Control  Level  Ill-High  B5700-4 .  Glass  Vial:  9  ml  (Lyophilized  Material). 


Stratus  Therapeutic  Drug  Monitoring  (TDM)  Controls  (Catalog  No. 
B5700-1). 

Thrombin  Reagent  (Bovine) . 


Bottle:  5  ml  (Lyophilized  Material) . 


Tri  Rac  R  Immunoassay  Control  Level  II  Intermediate .  Bottle:  9  ml  (Lyophilized  MateriaQ . 

Tri  Rac  R  Immunoassay  Control  Level  III  High .  Bottle:  9  ml  (Lyophilized  MateriaQ . 

Tri-Rac  R  Immunoassay  Control,  Level  l-Low . . .  Bottle:  9  mi  (Lyophitized  MateriaQ . 


Beckman  Instruments,  Inc 


Beckman  Instruments,  Inc . .  Beckrtran  B-1  Buffer . — . . . 

Beckman  Instruments,  Inc .  Beckman  Buffer  B-2 . 

Beckman  Instruments,  Inc .  Beckman  ICS  Drug  Calibrators  A,  B,  C,  D,  and  E _ _ 

Beckman  Instruments,  Inc .  Beckman  ICS  Drug  Control  Sera. . 

Beckman  Instruments,  Inc .  Beckman  ICS  Phenobarbital  Conjugate . - . 

Beckman  Instruments,  Inc .  Beckman  LD  Buffer . 

Beckman  Instnjments,  Inc . . .  Paragon  Electrophoresis  System:  Imrnurwfixation  Electrophoresis 

(IFE)  Kit 

Beckman  Instruments,  Inc .  Paragon  Electrophoresis  System:  Lactate  Dehydrogenase  Isoerv 

zyme  Electrophoresis  (LD)  Kit 

Beckman  Instruments,  Inc .  Paragon  Electrophoresis  System:  Protein  Electrophoresis  (SPE-II) 

Kit 

Becton  Dickinson  A  Company 

Becton  Dickinson  &  Company . . .  Antibody  Coated  Tubes . 

Becton  Dickinson  &  Company .  Barbital  Buffer  Sokrtioa  Catalog  No.  246514 . 

Becton  Dickinson  &  Company  . .  Euthyroid  Reference  Standard,  Catalog  No.  237418 . 

Becton  Dickinson  &  Company .  Human  Thyroid  Stimulating  Hormone  (hTSH)  Radioimmunoassay  Kit 

[1251],  Cat^  No.  262994. 

Becton  Dickinson  &  Company .  Human  Thyroid  Stimulating  Hormone  (hTSH)  Radioimmunoassay  Kit 

(1251)  Catalog  No.  258423. 

Becton  Dickinson  &  Company .  IQ  Immurmchemistry  System,  Thyroid  Stimulating  Hormone  Catalog 

No.  3010. 

Becton  Dickinson  &  Company .  Neonatal  TSH  Antiserura  Catalog  No.  244716 . 

Becton  Dickinson  &  Company .  Precipitating  Antiserum,  (Datalog  No.  247618 . 

Becton  Dickinson  &  Company .  Simul  Trac  Free  T4/TSH  Antiserum,  No.  262641 . 

Becton  Dickinson  &  Company .  Simul  Trac  Free  T4C57  Co]/TSH[125l]  Radioimmunoassay  KK,  No. 

262625. 

Becton  Dickinson  &  Company .  T3  Antibody  Coated  Tubes,  Catalog  No.  237213 . . . 

Becton  Dickinson  &  Company .  T3  Tracer  Solution  Catalog  No.  237728 . 

Becton  Dickinson  &  Company _ _  T4  Tracer  Solution  Catalog  No.  232611 . . 


Plastic  VW:  15  g.  . . . 

Packet  18.16  g. . . 

Vials:5ml . 

Kit  containing:  6-1  ml  bottles. 

Vial:  5  ml . 

Bottle:  14.3  grams . 

Plastic  Tray:  3.5  ml . 


Plastic  Tray:  3.5  ml.. 
Plastic  Tray:  3.5  ml.. 


Metallized  Plastic  Bag:  50  Tubes/Bag. 

Bottle:  1  ounce . 

Vial:  4  ml . 

Kit  200  tubes . 


Kit  250  tubes. 


Becton  Dickinson 
Becton  Dickinson 
Becton  Dickinson 
Becton  Dickinson 
Becton  Dickinson 
Becton  Didwtson 
Becton  Dickinson 
Becton  Dickinson 
Becton  Dickinson 
Becton  Dickinson 


SCompany .  TSH 

ACompany .  TSH 

ACompany .  TSH 

A  Company  . .  TSH 

ACompany _  TSH 

ACompany . —  TSH 

ACompany _  TSH 

A  Company  . .  TSH 

AComparry .  TSH 

ACompany .  TSH 


(125Q  Tracer,  Catalog  No.  243621 ... 

Antiserum,  Catalog  No.  263001 . 

Antiserum,  (Catalog  No.  258431 . 

Standard  A,  Catalog  No.  259829 _ _ 

Standard  B,  Catalog  No.  259837 ...... 

Standard  C,  Catalog  No.  259845 . 

Standard  D.  Catalog  No.  259853  — 

Standard  E,  Catalog  No.  263052 _ 

Standard  F,  Catalog  No.  263061 . 

[1251]  Tracer,  Catalog  No.  259624.. 


Vial:  50  ml . . 

Vial:  50  ml . 

Vial:  1  oz. . 

Kit  200  tubes 

Box  containing  100  tubes . 

Bottle:  125  ml...„ . 

White  NALGENE  Polypropylene 
Bottle:  125  ml.. 

Vial:  50  ml . . . 

Clear  Vial:  10  ml 

VW:  50  ml . 

Amber  VW:  10  ml . . . 

Amber  VW:  10  ml . 

Amber  VW:  10  ml . 

Amber  VW:  10  ml . 

Amber  VW:  10  ml . 

Amber  VW:  10  ml . . 

Clear  vW:  10  ml . 


Behring  DianosUca 

Behring  Diagnostics . 

Behring  Diagnostics 


lEP  Buffer,  793001  pH  8.2 . . . . 

Immuno-tec  II  Agarose  Plate,  839013, 850013.. 


.  Fol  Pouch:  6.5  g..„ . 

.  Foil  Pouch:  "5.35”  x  “5.25” 


05/22/79 

04/24/71 

10/29/80 

11/11/80 

10/29/80 

07/31/86 

07/31/86 


02/13/78 

08/01/84 

09/27/78 

09/04/86 


08/01/84 

08/01/84 

02/21/86 

02/21/66 

09/27/78 

09/27/78 

02/13/78 

08/01/84 

09/04/86 

08/01/64 

09/04/86 

09/04/86 

09/04/86 

09/04/86 

09/04/86 

09/04/86 

09/04/86 


09/17/79 

09/17/79 


Federal  Register  /  Vol.  53.  No.  180  /  Friday.  16.  1988  /  Rules  and  Regulations  36159 


Exempt  Chemical  Preparations— Continued 


Manufacturer  or  supplier 


Bio-Rad  Laboratories 

Bio-Rad  Laboratories . 

Bio-Rad  Laboratories . 

Bio-Rad  Laboratories . 

Bio-Rad  Laboratories . 

Bio-Rad  Laboratories . 

Bio-Rad  Laboratories . 

Bio-Rad  Laboratories . . 

Bio-Rad  Laboratories . 

Bio-Rad  Laboratories . 

Bio-Rad  Laboratories . 

Bio-Rad  Laboratories . 

Bio-Rad  Laboratories . . 

Bio-Rad  Laboratories . . 

Bio-Rad  Laboratories . 

Bio-Rad  Laboratories . 

Bio-Rad  Laboratories . . 

Bio-Rad  Laboratories . . 

Bio-Rad  Laboratories . 

Bio-Rad  Laboratories . 

Bio-Rad  Laboratories 
Bio-Rad  Laboratories,  (Chemical  Divi¬ 
sion). 

Bio-R^  Laboratories,  (Chemical  Divi¬ 
sion). 

Bio-Rad  Laboratories,  (Chemical  Divi¬ 
sion). 

Bio-Rad  Laboratories,  (Chemical  Divi¬ 
sion). 

Bio-Rad  Laboratories,  (Chemical  Divi¬ 
sion). 

Bio-Rad  Laboratories,  ((Chemical  Divi¬ 
sion). 

Bio-Rad  Laboratories,  (Chemical  Divi¬ 
sion). 

Bio-Rad  Laboratories,  (Chemical  Divi¬ 
sion). 

Bio-Rad  Laboratories,  (Chemical  Divi¬ 
sion). 

Bio-Rad  Laboratories,  (Chemical  Divi¬ 
sion). 

Bio-R^  Laboratories,  (Chemical  Divi¬ 
sion). 

Biodiagnostic  International 

Biodiagnostic  International . 

BiodiagrK>stic  International . 

Btosdentific,  Corporation 
Bioscientific,  Corporation . 

Caiifoniia  Btonudear  Corporation 
California  Bionudear  Corporation . 

California  Bionudear  Ck>rporation . 

California  Bionudear  Corporation . 

CaHfomia  Bionudear  Corporation . 

California  Bionudear  Corporation . 

California  Bionudear  Corporation . 

Califomia  Bionudear  Corporation . 

California  Biortudear  Corporation . 

Califomia  Bionudear  (Corporation . 

Califomia  Bionudear  Corporation . 

Califomia  Bionudear  Corporation  — 


Product  name/description 


Form  of  product 


Date  of 
application 


Dade  Urirre  Chemistry  Control  Levels  I  AND  II . . . J 

Dade  Urine  Toxiology  Contrd . ] 

Lyphochek  Therapeutic  Drug  Monitoring  Control  (TDM),  Levels  I,  II, 


Vial:  20  ml,  50  ml. 

Vial:  50  ml . . 

Vial:  10  ml . 


Lypochek  ltTwnurK>assay  Control  Levels  I,  II,  III . 

Lypochek  Oiantitative  Urine  Control  Levels  I  and  II . 

Lypochek  Unassayed  Chemistiy  Control  (Bovme)  Levels  I,  II . 

Lypochek  Unassayed  Chemistry  Corrtrol  (Human)  Levels  L  II . 

Quantaphase  Thyroxine  RIA-1251  Tracer/Dissociatirrg  Reagent . 

Ouantaphase  Th^oxine  RIA-Thyroxirre  lmmurx)beads . 

Quantimune  Barbital  Buffer . 


OuantitTHine  Radioimmurx>assay  T-4  Tracer,  Iodine-125 . . . 

Quantimune  T-3  RIA  Barbital  Buffer . . . 

Quantimune  T-3  RIA  Test  Kit . 

Quantimune  T-4  RIA  Kit . 

Quantimune  T-4  RIA  Test  Kit . 

Quantimune  Thyroxine  Radioimmunoassay  Barbital  Buffer . 

Quantimune  Th^oxine  Radioimmunoassay  T-4  1251  Tracer/Dissod- 
ating  Agent 

T-4  Competitive  Binding  Reagent  Iodine-125 . 

Urine  Toxicology  Control  No.  C-470-25 . 


Vial:  10  ml . 

Viak  20  ml,  50  ml...„ . 

Viak  20  ml . 

Vial:  20  ml . 

Plastic  bottle:  60  ml,  260  rrtl . 

Plastic  bottle:  60  ml,  260  ml . . . 

Plastic  Bottle:  1000  ml,  250  ml,  200 
mt 

Vial:  10  irt . 

Bottle:  220  ml . 

Kit  500  tests,  1(X)  tests . 

Kit  500  tests . . 

Kit  5(XX)  tests,  100  tests . 

Plastic  Bottle  with  Screw  cap;  1  liter . 

Glass  Serum  Vial;  10  ml . 


Bottle:  385  ml . 

Amber  Vial:  50  ml . 


01/05/88 

01/05/88 

08/20/84 

09/24/87 

09/24/87 

09/24/87 

09/24/87 

05/06/81 

05/06/81 

05/31/78 

07/21/76 

09/24/82 

05/31/78 

07/01/77 

05/31/78 

07/01/77 

07/01/77 

07/21/76 

09/19/79 


Barbital  Buffer . J  Viak  10  ml. 


Barbital  Buffer  Powder . . .  Plastic  bottle:  250  ml.. 

Barbital  Buffer  Powder .  Plastic  bottle:  250  ml., 


Barbital  Buffer-Dry  Pack .  Packages:  9.11  g.,  18.21  g.,  12.14  g.. 

Bio-Rad  Electrophoresis  Buffer .  Bottle;  500  ml . . 


Electrophoresis  Buffer,  Dry-Pack .  Package:  6.15  g.. 

Immunoelectrophoresis  Barbital  Buffer  I.  pH  8.6 . . .  Dry-pack:  25.6  g.. 


Immunoelectrophoresis  Barbital  Buffer  II,  pH  8.6 .  Dry-pack:  15.61  g.. 

Immunoelectrophoresis  Barbital  Buffer  III,  pH  8.6 .  Dry-pack:  6.82  g.... 


Immunoelectrophoresis  Barbital  Buffer  lll-a,  pH  8.8 .  Dry-pack:  15.07  g.. 


Reagent  No.  3 .  Bottle:  165  ml. 


Liqui-Ura  Toxic  Control .  Vial:  5  ml . 

Urine— Tox  Control . - .  Vial:  5  ml . 


03/11/85 

04/01/85 


ECA  Buffer,  Catalog  No.  ECA  05805 .  Plastic  Packet  18.0  g.,  10  packets 

per  box. 


Amobarbital-2-C-14,  Catalog  No.  72077 . 


Cocaine  (methoxy-014)  Catalog  No.  72182. 


D-Amphetamine  (propyl-1 -C-1 4)  Sulfate,  Catalog  No.  72078.. 


DL-Amphetamine  (propyl-1 -C-1 4)  Sulfate,  Catalog  No.  72079.. 


Meperidine  (N-methyl-C-14)  Hydrochloride,  Catalog  No.  72508. 


Mescalirre  (aminomethylene-014)  Hydrochloride,  Catalog  No.  72512.. 
Methadone  (heptanor)e-2-C-14)  Hyck’ochloride,  Catalog  No.  72516 . 


Methamphetamine  (propyl-1 -C-1 4)  Sulfate,  Catalog  No.  72517.. 


Methylphenidate  (carbonyl-C-14)  Hydrochloride,  Catalog  No.  72550 .... 
Morphine  (n-methyl-C-14)  Hydrochloride,  Catalog  No.  72560 . 


Pentobarbital-2-014,  Catalog  No.  72618 . 


Screw  Cap  Vial:  50  microcuries,  0.1, 
0.5,  arxf  1.0  millicuries. 

Screw  Vial:  50  microcunes,  0.1, 

0.5,  and  1.0  millicuries. 

Screw  Cap  Vial:  50  microcuries,  0.1, 
0.5,  and  1.0  millicuries. 

Screw  Cap  Vial:  50  microcuries,  0.1, 
0.5,  and  1.0  millicuries. 

Screw  Vial:  50  microcuries,  0.1, 

0.5, 1.0  millicuries. 

Screw  Cap  Vial:  50  microcuries,  0.1, 
0.5, 1.0  millicuries. 

Screw  Vial;  50  microcuries,  0.1, 

0.5, 1.0  millicuries. 

Screw  Cap  Vial:  50  microcuries,  0.1, 
0.5, 1.0  millicuries. 

Screw  Cap  Vial:  50  microcuries,  0.1, 
0.5, 1.0  millicuries. 

Screw  Cap  Vial:  50  microcuries,  0.1, 
0.5, 1.0  millicuries. 

Screw  Cap  Vial:  50  microcuries,  0.1, 
0.5, 1.0  millicuries. 


BEST  COPY  AVAILABLE 
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Exempt  Chemical  Preparations— Continued 


Manutacturar  or  suppler 


Product  name/description 

Form  of  product 

Secobart)itat-2-C-14,  Catalog  No.  72675 . 

1.0  miRicuries. 

1251  Human  Parathyroid  Hormone  44-68 _ _ _ _ 

Viai:5ml..  _ _ 

1251-Tetraiodothyronine _  _  .  ... 

Vifll-  11  nU 

1251-Triiodothyronine . . . . . . 

VmI-  11  ml  . 

Donkey  Arrti  Goat  Gamma  Globulin . . 

Parathyroid  Hormone  (Human  1-84)  Standard  . . . . . . 

Parathyroid  Hormone  Assay  Buffer . 

Vish  10  ml 

T3  AntiSerum  (Rabbit) . . . . 

Vial:  11  ml 

T3  Standard . . . . . . 

T4  Antiserum  (Rabbit) . . . . .  . . 

Vial:  11  ml 

T4  SUuidard . 

AACC  Tox . . . 

Gilford  Bi-Level  Anticonvulsant/ Antiasthmatic  Control . 

Gilford  Bi-Level  Anticorwulsant/ Antiasthmatic  Control,  Level  1  &  II _ 

Gilford  Bi-Level  Toxicology  Control . 

GMIord  Bi-Level  Toxicolo^  Control,  Level  1  &  II . . 

Vials:  10  ml . . . . 

Gilford  TDM  Control  Levels  Mil . 

Gilford  Tri  Level  TDM  Control . . . . . 

Gilford  Urine  Control  II . 

Vial:  30  ml . 

(jMford  Urine  Toxicology  Control ...» _ _ _ _ 

Vial-  30  ml 

Immophase  Ferritin  Controls . 

lm(TX>phase  Ferritin  Standards . . . . . 

Magic  Ferritin  2000  Standard . . . 

Ma^  Ferritin  Controls . . 

Magic  Ferritin  Standards . . . 

Ma^  Ferritin  Zero  Standard . . . . . . 

Plaatir  Vul-  80  ml 

Reagent  A— Alt  14 . 

Vial:  15  ml . 

Reagent  A — AH  7 . 

Reagent  A— /tmmonia  10 . 

Vial:  10  ml . . . 

Spe^  Barbital  Buffer  Set,  Catalog  No.  47018? . 

Vial:  3  per  kH . . . 

Universal  Electrophoresis  Film  Agarose,  Catalog  No.  4701(X) . 

Universal  PHAB  Buffer  Set  Catalog  No.  4701 80'. . 

Kit  3  vials  per  kit . 

CAP/(2ocaine  Reference  Material  Levels  II,  III,  and  IV . 

Vial-  ?0  ml . 

QCM-UTI . . . ; . 

Vial:  20  ml . 

RIATRAC— Three  Level  Ugarxl  Assay  Controls . 

UDS  and  UOC  CAP/ AACC  Forensic  Urine  Drug  Testing . 

Vial:  30  ml . . 

125-1  Barbiturate  Isotope:  CaL  No.  TBA2,  TBAY2 . . . 

Vial:  110  ml,  5.80  ml . 

125-1  Benzolyecgonine  Isotope:  Cat  No.  TCN2,  TCNY2 . 

Vial:  100  ml,  550  ml . 

125-1  Benzoylecgonine  Isotope  (DA):  CaL  No.  CND2,  YCND2 . . 

Viat  10  ml,  100  ml.  675  ml . 

125-1  Fentanyl  Isotope:  Cat  No.  TFN2 . 

Vial:  500  ml . 

125-i  Methadone  Isotope:  Cat  No.  TMD2 . . 

125-1  Methaqualone  IsMope:  Cat  No.  TMQ2 . . . 

Vial:  100  ml . 

125-1  Morphine  Isotope:  Cat  No.  TMP2,  TMPY2 . . 

Vial:  110  ml,  5.80  ml 

125-1  PCP  Isotope:  Cat  No.  TPC2,  TPCY2 . 

Vial:  110  ml.  550  ml . 

125-1  Serum  Morphine  Isotope:  Cat  No.  TSM2 . . . 

12W  THC  Isotope:  Cat  No.  THD2,  YTHD2 . 

Amphetamine  C^brators  B-F:  Qit  No.  APD4-8.._ . 

Viah  .3  5  mi 

Amphetamine  Controls:  (^t  No.  5AC01,  5AC02 . . . 

Vial:  100  ml 

Amphetamine  Isotope:  Cat  No.  APD2,  5APD2,  YAPD2 . . . 

Vial:  20  ml,  100  ml,  580  ml 

Amphetamine  Reference  Preparation:  Cat  No.  5YAP7 . 

Vial:  120  ml . . . 

Barbiturate  Calibralors  B-G:  Cat  No.  BAC4-8 . . . 

Vial:  3.5  ml . 

Barbiturate  Reference  Preparations:  Cat  No.  5YBA5 . 

Vial:  120  ml . 

Benzoylecgonine  Calibrators  (CAC)  B-F:  CaL  No.  COC4-8 . 

Vial:  3.5  ml 

Benzoylecgonine  Calibrators  (DA)  B-F:  Cat  No.  CND4-8 . . . 

Vial:  3.5  ml . 

Benzoylecgonine  Calibrators  (DA):  Cat  No.  CNC4-8 . . . 

Vial-  3  5  ml 

Benzoylecgonine  Reference  Preparation  (DA):  Cat  No.  5YCN5 . 

Vial:  120  ml . 

Benzoylecgonine  Reference  Preparation:  Cat  No.  5YCN5 . 

VmI:  120  ml 

C-Terminal  PTH  Antiserum:  (^t  No.  PCD1 . 

Vial:  10  ml . 

Irv 


In- 


Irv 


In- 


In- 


CaNfomia  Bionudear  Corporation . . 

Cambridge  Medical  Diagnostics, 
Incorporated 

Cambridge  Medical  Diagnostics,  Irv 
corporated. 

Cambridge  Medical  Diagnostics.  Irv 
corporated. 

Cambridge  Medk^l  Diagnostics, 
corporated. 

Cambridge  Medical  Diagnostics,  hv 
corporated. 

Cambridge  Medteal  Diagnostics,  Irt- 
corporated. 

Cambridge  Medical  Diagnostics,  In¬ 
corporated. 

Cambridge  Medical  Diagnostics, 
corporated. 

Cambridge  Medical  Diagnostics, 
corporated. 

Cambridge  Medk»l  Diagnostics, 
corporated. 

Cambridge  Medk»l  Diagnostics, 
corporated. 

CIba  Coming  Diagnostics  Corp. 

Ciba  Coming  Diagnostics  Corp . . 

Qba  Coming  Diagnostics  Corp . 

Ciba  Coming  Diagnostics  Corp . . 

Ciba  Coming  Diagnostics  Corp . 

Ciba  Coming  Diagnostics  Corp.  . . 

Ciba  Coming  Diagnostics  Corp . 

Ciba  Coming  Diagnostics  Corp . 

Qba  Comirtg  Diagnostics  Corp . 

Ciba  Coming  Diagnostics  Corp . 

Ciba  Coming  Diagnostics  Corp . 

Ciba  Coming  Diagnostics  Corp . 

Qba  Coming  Diagnostics  Corp . 

Qba  Comirrg  Diagnostics  Corp . 

Qba  Coming  Diagnostics  Corp . 

Ciba  Coming  Diagnostics  Corp . . 

Ciba  Coming  Diagnostics  Corp _ 

Qba  Coming  Diagnostics  Corp . 

Ciba  Coming  Diagnostics  Corp . 

Ciba  Coming  Diagnostics  Corp . 

Ciba  Coming  Diagnostics  Corp . 

Ciba  Coming  Diagnostics  Corp . 

Cone  Blotecb,  Inc 

Cone  Biotech,  Inc . . 

Cone  Biotech,  Inc . . . 

Cone  Biotech,  Irw 
Cone  Biotech,  Inc 
Cone  Biotech,  Inc 

Diagnostic  Products  Corporation 

Diagrtostic  Products  Corporation _ 

Diagnostic  Products  Corporation . . 

Diagnostic  Products  Corporation - 

Diagrx>stic  Products  Corporation _ 

Diagnostic  Products  Corporation _ 

Diagnostic  Products  Corixtration - 

Diagnostic  Products  Corporation _ 

Diagnostic  Products  Corix>ration _ 

Diagnostic  Products  Corporation _ 

Diagnostic  Products  Corporation . . 

Diagnostic  Products  Corporation . 

Diagnostic  Products  Corporation . 

Diagnostic  Products  Corporation . 

Diagnostic  Products  Corporation . 

Diagrxwtic  Products  Corporation . 

Diagnostic  Products  Corporation _ 

Diagnostic  Products  Corporation . 

Diagrxrstic  Products  Corporation . . 

Diagnostic  Products  Corixiration . 

Diagnostic  Products  Corporation . 

DiagrxMtic  Products  Corporation . 

Diagrx>stic  Products  Corporation . 


Date  of 
application 


01/08/75 


03/29/85 

03/29/85 

03/29/85 

03/29/85 

03/29/85 

03/29/85 

03/29/85 

03/29/85 

03/29/85 

03/29/85 


01/20/86 

10/22/85 

10/22/85 

12/16/85 

12/16/85 

10/22/85 

10/22/85 

05/22/85 

12/16/85 

01/19/87 

09/16/86 

01/19/87 

01/19/87 

09/16/86 

01/19/87 

03/24/79 

03/24/79 

03/24/79 

04/17/79 

04/17/79 

09/26/79 


03/07/68 

03/07/85 

02/27/84 

08/31/87 

01/06/88 


03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 
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Exempt  Chemical  Preparations— Continued 


Manufacturer  or  supplier 


Diagrwstic  Products  Corporation .. 
Diagnostic  Products  Corporation .. 
Diagnostic  Products  Corporation .. 

Diagnostic  Products  Corporation .. 
Diagnostic  Products  Corporation .. 
Diagnostic  Products  Corporation .. 
Diagnostic  Products  Corporation .. 

Diagnostic  Products  Corporation .. 
Diagnostic  Products  Corjxxation .. 
Diagnostic  Products  Corix>ration .. 

Diagnostic  Products  Corporation .. 
Diagnostic  Products  Corporation . 

Diagnostic  Products  Corporation . 
Diagnostic  Products  Corporation . 
Diagnostic  Products  Corporation . 

Diagnostic  Products  Corporation . 
Diagnostic  Products  Corix>ration . 
Diagnostic  Products  Corjxmtion . 

Diagnostic  Products  Corporation . 
DiagrK>stic  Products  Corporation . 

Diagnostic  Products  Corporation . 

Diagnostic  Products  Corporation . 

Diagnostic  Products  Corporation . 
Diagnostic  Products  Corporation . 
Diagnostic  Products  Corporation . 
Diagnostic  Products  Corporation . 
Diagnostic  Products  Coiix>ration . 
Diagnostic  Products  Corjxxation . 
Diagnostic  Products  Corjxxation . 
Diagnostic  Products  Corjxxation . 

Diagnostic  Products  Corporation . 

Diagnostic  Products  Corporation . 
Diagnostic  Products  Corjxxation . 
Diagnostic  Products  Corjxxation . 
Diagnostic  Products  Corjxxation . 
Diagnostic  Products  Corjxxation . 
Diagnostic  Products  Corjxxation . 
Diagnostic  Products  Corjxxation . 
Diagnostic  Products  Corjxxation 
Diagrx>stic  Products  Corjxxation 
Diagnostic  Products  Corjxxation 
Diagnostic  Products  Corjxxation 
DiagrK)stic  Products  Corjxxation 
Diagnostic  Products  Corjxxation 
Diagnostic  Products  Corjxxation 
Diagnostic  Products  Corjxxation 
Diagnostic  Products  Corjxxation 
Diagnostic  Products  Corjxxation 
Diagnostic  Products  Corjxxation 
Diagnostic  Products  Corjxxation 
Diagnostic  Products  Corjxxation 

Diamedlx  Corporation 

Diamedix  Corporation . 

Diamedix  Corporation . 

Diamedix  Corjxxation . 

Diamedix  Corjxxation . 

Diamedix  Corporation . 

Diamedix  Corjxxation . 

Diamedix  Corjxxation . 

Diamedix  Corjxxation . 

Duo  Research,  Inc. 

Duo  Research,  Inc . 

Duo  Research,  Inc . 

Duo  Research,  Inc . 


Product  name/description 


Form  of  product 


Date  of 
application 


Canme  T3  Isotope:  Cat  No.  TC32 . 

Coat-A-Count  Barbiturates  tn  Urine:  Cat  No.  TKBA1,TKBA5 . 

Coat-A-Count  Barbiturates  Qualitative  Determination  In  Urme:  Cat 
No.  TKBAY. 

Coat-A-Count  Canine  T3:  Cat  No.  TKC31,  TKC35 . 

Coat-A-Count  Cocaine  Metabolite:  Cat  No.  TKCN1,  TKCN5 . 

Coat-A-Count  Fentanyl:  Cat  No.  TKFN1 . 

Coat-A-Count  Metabolite  Qualitative  Determinants  In  Urine:  Cat  No. 
TKCNY. 

Coat-A-Count  Methadone:  Cat  No.  TKMD1 . 

Coat-A-Count  Metha^lone:  Cat  No.  TKMQ1 . 

Coat-A-Count  Morphine  Qualitative  Determinatiorrs  In  Urine:  Cat  No. 
TKMPY. 

Coat-A-Count  Morphine:  Cat.  No.  TKMP1,  TKMP5,  TKMPX . 

Coat-A-Count  Opiates  Screen  Qualitative  Determinations  In  Urme: 
Cat  No.  TKOSY. 

Coat-A-Count  Opiates  Screen:  Cat  No.  TK0S1,  TKOS5 . 

Coat-A-Count  PCP  (Phencyclidine)  In  Urine:  Cat  NO.  TKCY1 . 

Coat-A-Counl  PCP  (Pheticyclidine)  Qaulitative  Determinations  In 
Urine:  Cat  No.  TKPCY. 

Coat-A-Count  Serum  Morphine:  Cat  No.  TKSM1 . 

Donkey  Anti-Goat  Gamma  Globulin  (PTH-Ultra):  Cat  No.  PTDG . 

Double  Antibody  Amphetamine,  Qualitative  Deterrrtinations  In  Urine: 
Cat  No.  KAPDY. 

Double  Antibody  Amphetamine:  Cat  No.  KAPD1,  KAPD5 . 

Double  Antibody  Cannabinoids  (THC)  In  Urine:  Cat  No.  KTHDI, 
KTHD5. 

Double  Antibody  CarmabirKMds  (THC)  Quantitative  Determinations  In 
Urine:  Cat  No.  KTHDY. 

Double  Antibody  Cocaine  Metabolite  Qualitative  Determination  In 
Urine:  Cat  No.  KCNDY. 

Double  Antibody  Cocaine  Metabolite:  Cat.  No.  KCND1,  KCND5 . 

Double  Antibody  PTH-C:  KPCD1,  KPCD2 . 

Double  Antibody  PTH-M:  Cat  No.  KPMD1 . 

Double  Antibody  Ultra-PTH:  Cat  No.  KPTD1,  KPTD2 . 

Fentanyl  Calibrators:  Cat  No.  FNC4-9 . 

Goat  Anti-Rabbit  Gamma  Globulin/4%  PEG  SaNne:  Cat  No.  5N6 . 

Low  and  High  Barbiturate  Urinary  Controls:  Cat  No.  5BC01,  5BC02 . 
Low  and  High  Benzoylecgonine  Urinary  Controls  (DA):  Cat  No. 
5CQQ1,  5C002,  CNC02,  CNC03. 

Low  and  High  Cannabmok)  Urinary  Controls:  Cat  No.  5TC01, 
5TC02. 

Low  arx)  High  Morphine  Urinary  Controls:  Cat  No.  5MCQ1,  5MC02... 

.  Low  and  High  Opiate  Urinary  Controls:  Cat  No.  50C01,  50C02 . 

.  Low  and  High  PCP  Urinary  Controls:  Cat.  No.  5PC01,  5PC02 . 

.  Methaqualone  Calibrators:  Cat  No.  MQC4-8 . 

.  Mid-Molecule  PTH  Antiserum:  Cat  No.  PMD1 . 

.  Morphine  Calibrators:  Cat  No.  MPC4-8 . 

.  Morphine  RefererKe  Preparation:  Cat  No.  5YMPY7 . 

.  Opiate  Calibrators:  Cat  No.  OSC4-e . 

.  ojxates  Reference  Preparation:  Cat  No.  5YOS7 . 

.  PCP  Calibrators:  Cat  No.  PCC4-8 . 

.  PCP  Refererx^  Preparation;  Cat  No.  5YPC6 . 

.  PTH  (C-Termitial)  Isotope:  Cat  No.  PCD2 . 

.  PTH  (Ultra)  Antiserum:  Cat  No.  PTD1 . 

.  PTH  (Ultra)  Isotope:  Cat  No.  PTD2 . . . . . 

.  PTH-M  Isotope:  Cat  No.  PMD2 . 

.  Serum  Morphine  Calibrators:  Cat  No.  SMC4-8 . 

.  Serum  Morjjhine  Controls:  Cat  No.  SMC02,  SMC03 . 

.  THC  Calibrators  B-F:  Cat  No.  THD4-8 . 

.  THC  Refererx»  Preparation:  Cat  No.  5YTH7 . 

.  Triiodothyronine  (T3)  Isotope:  Cat  No.  TT32 . . . 


03/01/68 

03/01/88 

03/01/88 

03/01/88 

03/01/68 

03/01/88 

03/01/88 

03/01/68 

03/01/86 

03/01/68 

03/01/68 

03/01/88 

03/01/88 

03/01/88 

03/01/68 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 


03/01/88 

03/01/88 

03/01/68 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 


03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/68 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 

03/01/88 


Barbital-Acetate  Buffer,  Powder  709-317. 


CEP  Plate-Amebiasis  Testing  40  Test  No.  730-274 . 

CEP  VI  No.  709-339 . 

Counterelectrophoresis  (CEP)  Plates  for  Trichinosis  Testing.. 

EDTA  (0.014M)-GVB  Buffer,  753-034 . 

EDTA  (0.01M)-GVB  Buffer,  753-031 . 

GVB(3-t-)  Buffer  753-037 . 

Glucose-GVB  1  Buffer,  753-036 . 


08/09/73 

08/09/73 

06/16/75 

08/09/73 

08/09/73 

08/09/73 

08/09/73 


Drug  Testing  /Assessment  Program  Quality  Control  Samples . 

Drug  Testing  Assessment  Program— Quality  Control  Sample . 

Drug  Testing  Assessment  Program— Quality  Control  Samj>le  Kit 


12/26/86 

02/27/86 

02/27/86 


36162 


Federal  Register  /  Vol.  53,  No.  180  /  Friday,  16,  1988  /  Rules  and  Regulations 


Manufacturer  or  supplier 


EJ.  duPont  de  Nemours  A  Co., 
Incorporated 

E.I.  duPont  de  Nemours  &  Ca,  Incor¬ 
porated. 

E.I.  duPont  de  Nemours  &  Ca,  Incor¬ 
porated. 

E.I.  duPont  de  Nemours  &  Ca,  Itkot 
porated. 

E.I.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

E.I.  duPont  de  Nemours  &  Ca,  Incor 
porated. 

E.l.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

E.I.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

E.I.  duPont  de  Nemours  &  Co.,  Irrcor 
porated. 

E.I.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

El.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

E.I.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

E.I.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

E.I.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

E.I.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

El.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

El.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

E.l.  duPont  de  Nemours  &  Co.,  Irrcor 
porated. 

E.l.  duPont  de  Nemours  &  Co.,  Irtcor 
porated. 

E.I.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

El.  duPont  de  Nemours  &  Co.,  IfKor 
porated. 

E.I.  duPom  de  Nemours  &  Co.,  IfKor 
porated. 

El.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

E.I.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

E.I.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

E.I.  duPont  de  Nemours  &  Co.,  Irxxx 
porated. 

El.  duPont  de  Nemours  &  Ca,  Irrcor 
porated. 

E.I.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

E.I.  duPorrt  de  Nemours  &  Co.,  Incor 
porated. 

E.I.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

El.  duPorrt  de  Nemours  &  Co.,  Incor 
porated. 

El.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

E.I.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

EL  duPont  de  Nemours  &  Ca,  Incor 
porated. 

El.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

E.I.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

El.  duPont  de  Nemours  &  Co.,  Incor 
porated. 

El.  duPorrt  de  Nemours  &  Co.,  Incor 
porated. 

El.  duPont  de  Nemours  &  Co.,  Incor 
porated. 


Exempt  Chemical  Preparations— Continued 


Product  rrame/description 

Form  of  product 

Date  of 
application 

(1)  PREP  Sample  Preparation  arrd  Arralysis  KK . . . 

(2)  PREP  Buffer/kitemal  Standard  arxi  Liquid  Chromatography  Ver- 

Box  containing  following: . 

09/25/78 

ifier. 

(2a)  PREP  Liquid  Chromatography  Verifier . 

Viah  10  ml  (1  vial/box) . 

(2b)  PREP  Buffer/Intemal  Standard . 

(3)  PREP  CaHrrators . 

(3a)  PREP  Calibrator— Level  1 . 

(3b)  PREP  CaPbrator— Level  2 . - . 

(3c)  PREP  Calibrator— Level  3 . . 

0Q/9fi/7ft 

(3d)  PREP  Calibrator— Level  4 . . . . .  .. 

0Q/9?fc/7ft 

(4)  PREP  Controls . . 

(4a)  PREP  Control— Lost  Level . 

(4b)  PREP  Control— High  Level . . 

DuPont  Drug  Calibrators — Levels  1  through  S . 

DuPont  Phenobarbital  Assay . . . . . . . 

VnHt  ml 

DuPont  U  Amp  Enzyme  Pack  Reagent . . . 

in/i9/ft7 

DuPont  U  Barb  Enzyme  Par*  Reagent . 

DuPont  U  Benz  Enzyme  Pack  Reagent . . . 

10/1fl/l^7 

DuPont  U  CtX:  Enzyme  Pack  Reagent . 

in/i9/fl7 

DuPont  U  OPf  Enzyme  Pack  Reagent . . . 

08/2&/A7 

DuPont  U  THC  Enzyme  Pack  Reagent . 

01/04/Rfi 

DuPont  Urine  Drugs-of-Abuse  Calibrator  (Levels  0, 2) . . . 

Box:  6  Vials,  6  ml  Vial . . . 

07/27/87 

Viah  6  ml . . . 

OR/03/87 

[XiPont  aca  Barbiturate  Screen  Analytical  Test  Pack . 

12/23/84 

DuPont  aca  Barbiturate  Screen/Benzodiazepine  Screen  Calibrator 

(XiPont  aca  Benzodiazepine  Screen  Analytical  Test  Pack . . 

Q2tZitW 

Phenobarbital  Calibrator —  Level  1 . . . . . . 

04/02/86 

Phenobarbital  CaKfarator —  Level  2 . 

04/02/86 

Phenobarbital  Calibrator —  Level  3 .  . 

04/02/86 

Phenobarbital  Calibrator —  Level  4 _ _ _ 

04/02/86 

Phenobarbital  Calibrator —  Level  5 _ _ _ _ 

Vial:  6  ml  (1  vial/box) . 

04/02/86 

Thyrortine  (TU)  Uptake  Flex(tm)  Reagent  Cartrkige .  . 

04/28/86 

Urine  Amphetamine  (U  Amp)  Test  Pack . . . . . 

08/27/87 

Urine  Barbiturate  (U  Barb)  Test  Pack .  „  ... 

08/27/87 

Urine  Benzodiazepine  (U  Benz)  Test  Pack . . _ 

08/27/87 

Urine  Cannabinokf  (U  THC)  Test  Pack . . . 

11/09/87 

Urine  Cocaine  (U  COC)  Test  Pack. . .  „  _ 

Oft/27/87 

Urme  Opiate  (U  OPI)  Test  Pack . . 

Carton:  50  tests. . . . 

07/08/87 

aca  PHNO  Artalytical  Test  Pack _ _ _  _  _ 

Cartett:  40  tests  packs . 

08/25/77 
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Exempt  Chemical  PREPARATiON&-Corrtinued 


Manufacturer  or  supplier 


El.  duPont  de  Nemours  &  Co.,  Incor¬ 
porated. 

EJ.  duPont  da  Nomoura  a  Co.,  Inc., 
Medical  Products 

E.I.  duPont  de  Nemours  &  Co.,  Inc., 
Medical  Products. 

E.I.  duPont  de  Nemours  &  Co.,  Inc., 
Medical  Products. 

E.L  duPont  de  Nemours  &  Co.,lnc., 
Medical  Products. 

E.L  duPont  de  Nemours  &  Co.,  Inc., 
Medical  Products. 

E.I.  duPont  de  Nemours  &  Co.,  Inc., 
Medical  Products. 

El.  duPont  de  Nertraurs  S  Co.,  Inc., 
Medical  Products. 

E.L  duPont  de  Nemours  &  Co.,  Inc., 
Medical  Products. 

Ei  duPont  de  Nemours  &  Co.,  Inc., 
Medical  Products. 

EL  duPont  de  Nemours  &  Co.,  Inc., 
Medical  Products. 

E.l.  duPont  de  Nemours  &  Co.,  Inc., 
Medical  Products. 

El.  duPont  de  Nemours  &  Co.,  Inc., 
Medical  Products. 

EL  duPont  de  Nemours  &  Co.,  Inc., 
Medical  Products. 

E.L  duPont  de  Nemours  &  Co.,  In&, 
Medical  Products. 

EL  duPont  de  Nemours  &  Co.,  Inc., 
Medical  Products. 

E.L  duPont  de  Nemours  &  Co.,  Inc., 
Medical  Products. 

EM  Diagnostic  Systems,  inc 

EM  Diagnostic  Systems,  Inc . 

EM  Diagnostic  Systems,  Inc . 

EM  Diagnostic  Systems,  Inc . 


aca  Thyronine  Uptake  Analytical  Teel  Pack. 


Eastman  Kodak  Company 

Eastman  Kodak  Company . 

Eastman  Kodak  Company..., . 

Eastman  Kodak  Company . 


Electro-Nudeonlcs  Laboratories, 
incorporated 

Electro-Nudeonics  Laboratories,  in¬ 
corporated. 

Endocrine  Metaboiic  Center 

Endocrine  Metabolic  Center . 

Endocrine  Metabolic  Center . 

Errdocrine  Metabolic  Center . 

Endocrine  Metabolic  Center . 

Endocrine  Metabolic  Center . 


Emrironmental  Diagnostics,  inc 

Environmental  Diagnostics,  Inc . 

Environmental  Diagnostics,  Inc . 

Environmental  Diagnostics,  Inc . 

Fisher  Scientific 

Fisher  Scientific . 


Fisher  Scientific.. 

Fisher  Scientific.. 

Fisher  Scientific.. 
Fisher  Scientific.. 
Fisher  Scientific.. 
Fisher  Scientific.. 

Fisher  Scientific.. 

Fisher  Scientific.. 


Product  name/deacription 


5-Cyck)hexenyl-3,5,-Dimethyl  barbituric  Add  (3H(G)),  Catalog  No. 
NET-426. 

Acetaldehyde  (1,2-140)  as  Paraldehyde,  Catalog  No.  NEC-158 . 


Cocaine,  Levo-tBenzoyfl  [3.4-3H(N)]  Catalog  No.  NET-510 . 

Diazepam  [Methyl-3H]  Catalog  No.  NET-564 . 

Dihydromorphine  [7,8-3H{N)l . . . — . . . 

Dihydromorphine[N-Methyt-3H]  NET-658 . 

Flunitrazepam  [Methyl-3H1  NET  567 . . 

LSD  (N-Methyl-3H]  NET-638 . 

Mazindol  (4'-3H)  Catalog  No.NET-816 . 

Methylenedioxymethamphetamine,  (-)-)3,4-[N-methyl-3H]  NET  957... 

Methylphenidate,  -f/- throotmethyl-3H]NET-857 . . . . 

Morphine  [N-methyl-3H]  NET-653 - - - 

N-[1-(2-Thienyi)  Cyclohexyl]-3,4-Piperidine  (Piperidyl-3,4-3H)NET' 
886. 

Phencydkfine  [Piperidyf-3.4-3H(hQ],  Catalog  No.NET-630..... . 


d-Amphetamine  Sulfate  (3H(G)),  Catalog  No.  NET-140.. 


EMDS  Antiepileptic  Drug  Calibrator  Item  No.  67630/95 . 

EMDS  Test  Pecks,  Phenobarbital  (PHENO)  Item  No.  67677/95 . 
Easytest  PherK>bait)ital  Assay  Item  No.  67534/93 . 


Koddr  EKTACHEM  Specialty  Calibrator.. 
Kodak  EKTACHEM  Specialty  Control  I ... 
Kodak  Ektachem  Speidalty  Control  II . 


VIRGO  IPA  lmmurK>-Precipitation  Assay  for  Phenobarbital.. 


0.1%  Lysozyme-Barbital  Buffer,  0.05M - 

1%  Lysozyme-Barbital  Buffer,  0.05M . 

Barbital  Buffer,  0.05M _ _ 

Barbital  Buffer,  0.1M _ 

Tracer  Diluent - 


EZ-Screen;  Cannabinoid  Enzyme  Conjugate . 

EZ-Screen:  Cannabinoid  Kit  Catalog  fto.  216-2BP.. 
EZ-Screen;  Cannabinoid  Positive  Control . . 


Electrophoretic  Buffer  No.  1  pH  6.60,  Ionic  Strength  0.05,  Catalog 
No.  E-1. 

Electrophoretic  Buffer  No.  2,  pH  6.60,  Ionic  Strength  0.075,  Catalog 
No.  E-^ 

IL-Test  Phenobarbital . . . - . — 


IL-Test  Phenobarbital  Corrjugate,  Reagent  2 — . 

Owren’s  Veronal  Buffer,  CS1094-34 . 

Owren’s  Verorral  Buffer,  CS1094-38 . . . . 

SeraChem  Abnormal  Clinical  Chemistry  Control  Senjm  (Human) 
Unassayed  No.  2906. 

SeraChem  /Vbnonnal  Clinical  Chemistry  Control  Serum  (Human), 
Assayed  No.  2905. 

SeraChem  Clinical  Chemistry  Control  Serum  (Bovine),  Unaseayed 
Level  I  No.  3110. 


Form  of  product 


Plastic  Pack:  1  test _ 


CombFVial:  250  microcuries  ,  1  miM- 
curie,  and  5  mUicuries. 

Pyrax  Glass  Breakseal  Tube:  250  mi¬ 
crocuries,  1  mMlicurie. 

Combi-Vial:  100  microcuries,  250  mi- 
CTOCuries. 

Combi-Viai:  0.250  mkiicuries,  1.0  mWi- 
curie. 

Combi-Vial:  250  microcuries,  1  milli- 
cutie. 

Combi-Vial:  0.250  millicuries,  1.0  milK- 
curie. 

Combi-Vial:  0.250  mMlicuries,  1.0  miHi- 
curie. 

Combi-Vial:  0.250  mkiicuries,  1.0  mkli- 
curie. 

Combi-Vial:  0.250  millicuries,  1.0  miU- 
curie. 

Combi-Vial:  0.0250  mkiicuries,  0.25 
millicuries,  1.0  mkiicuries. 

Combi-Vial:  0.250  millicuries,  1i)  milk- 
curie. 

Combi-Viafc  0.250  mkiicuries,  1.0  mkli- 
curia 

Combi-Vial;  0.250  mkiicuries,  1.0  miM- 
curie. 

Combi-Viai:  0.250  mklicurie,  1i)  miK- 
curie. 

Combi-Vial:  250  microcuries,  1  mkH- 
curie,  and  5  mkiicuries. 


Box:  3  Vials,  5  ml  each _ _ _ 

Carton:  48  Test  Packs _ 

Cuvette:  1.8  ml  (40  cuvettes/carton). 


ViakSmI - 

Vial;  3  ml . . 

Glass  Vial:  6  ml.„ 


Date  of 
appfication 


Kit.. 


Glass  Bottle:  2  kter - 

Glass  Bottle;  2  iter - 

Plastic  Bottle:  3000  ml ... 
Plastic  Bottle:  3000  ml ... 
Glass  Bottle:  1  or  2  liter. 


Ampule:  1  ml - 

Kit  1  test - 

Ampule:  1  ml _ 


Packet  12.14  g — 
Packet  18.16  g.._.. 


Kit  contains  2  plastic  containers  of 
reagent  2. 

Plastic  Container  16  mi _ 

Vial;  10  ml . . 

Viat25ml - 

Viat5mL  lOtik _ _ 


Vial:  5  Id . . 

Vial:  5  Id,  10  Id. - 


08/25/83 

01/04/77 

01/04/77 

01/04/77 

09/06/79 

01/04/77 

02/29/80 

04/29/87 

11/06/79 

05/17/84 

08/25/75 

06/11/84 

02/29/80 

06/11/84 

09/06/79 

01/04/77 


06/11/86 

09/09/86 

06/11/86 


09/13/85 

09/13/85 

11/10/87 


11/30/82 


05/28/87 

05/28/87 

05/28/87 

05/28/87 

05/28/87 


02/03/87 

02/03/87 

02/03/87 


10/27/72 

10/27/72 

03/15/88 

03/15/88 

08/18/86 

06/18/86 

04/16/82 

04/16/82 

04/16/82 
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Manufacturer  or  supplier 

Product  name/description 

Form  of  product 

SeraChem  Clinical  Chemistry  Control  Serum  (Bovine),  Uoassayed 
Level  II  No.  3111. 

SeraChem  Normal  Clinical  Chemistry  Control  Serum  (Human),  /Ls- 
sayed  No.2907. 

SeraChem  Normal  Clinical  Chemistry  Control  Serum  (Human),  Unas¬ 
sayed  No.  2908. 

TDM  Cal . 

Vial-  .6  ml 

Vial-  6  ml,  in  ml 

K»-  7  Vials 

TDM  Cal  (B-F) . 

Fisher  Scientific . . . 

Thera  Ch^  TDC  Therapeutic  Drug  Controls,  Low  and  High  Levels, 
2840-58. 

TheraChem-Ptus  TDC  Therapeutic  Drug  Controls,  Tri-Level,  No. 

Kit  6  vials  . . . . . 

Fisher  Scientific . . . 

2845-94. 

Therapeutic  Drug  Control,  High  Level  III,  No.  2848-31 . . . 

Vial:  5  ml . .  . 

Therapeutic  Drug  Control,  High  Level,  2842-31 . 

Therapeutic  Drug  Control,  Low  Level  1,  No.  2846-31 . 

Vial:  5  ml . . . . 

Vial-  6  ml 

Therapeutic  Drug  Control,  Mkt-Rcmge  Level  II,  No.  2847-31 . 

Vial-.  5  ml _ _ _ _ 

Urine  Chemistry  Control  (Human)  Level  II,  No.  2935-80 . 

Viah  25  ml _ _ 

Urine  Toxicok}^  Control  No.  2950-61—.. . . . . . 

Vial:  25  mi . 

Flow  Laboratories 

DGV  No.  28-010 . . . . . . . . 

Millie 

Flow  Laboratories . . . . 

Human  "0”  DGV  (Dextrose  Gelatin  Veronal  Buffer)  No.  28-080 _ 

QIBCO  Laboratories 

GtBCO  Laboratories . — _ _ _ 

Complement  Fixation  Buffer  Sohitioa  pH  7.3-7.4,  NDC  0118115- 
0247-1. 

Complement  Fixation  Buffer  Solution,  pH  7.3-7.4,  NDC  011815- 
0247-2. 

Dextrose-Gelatin-Veronal  Buffer  Solution  NDC  No.815-0566-1  and 

Bottle:  1  liter . 

Bottle:  500  mi 

No.81 5-0566-2. 

Electrophoresis  Buffer  Solution,  pH  8.6,  NDC  011615-0245-1 ...._ 

1  F  P  Biiffar  <Miitinn  pH  8  ?  NDC  011816-0946-1 . 

Qelman  Sdencee,  Inc 

Hi-Phnm  Buffer 

Getonan  Sciences,  Inc  . . 

High  Reankition  Buffer-Tris  Barbital  Buffer  No  $1104 . . . . 

Ounun  Cham.  Co. 

Gumm  Chem.  Co _ .... _ _ _ 

NifloMi  Maintenace  Ariditiwn . 

Drums:  5  Gallons . . . . . 

Hach  Chemical  Co. 

Hach  Chemical  Co . - . 

pH  8.3  Buffer  PoMMfer  PiHoMn:  Nn  898-88 . 

PiltoMT  1  g.  eaoh . 

Helena  Laboratoriee 

Helena  Laboratories . 

CK-LD  Buffer  Catalog  No.  5808 . . . 

pAckfit!  a.  10  nackflts/  bov _ 1 

Helena  Laboratories . . 

Flectra  HR  Buffer,  Catalog  No  5805 . 

Paoket  36  g . 

RFP  CK  lanfnmie.16  Kit-  Cat  Nn  3081  . 

RFPCK-19 

Plate-  .5  8*  x  918* 

RFP  CK-19  lanenTyme  Kit-  Cat  Nn  3071 

REP  CK-30 . .! . . . 

Helena  Laboratories . . . 

REP  CK-6 . .! . . . . . . 

Helena  Laboratories . - . 

REP  CK-6  Isoenzyme  Kit  Cat  No.  3072 . . . 

Helena  Laboratories . . . 

REP  LD . ' . 

IBHIlHIlii 

Helena  Laboratories . . 

REP  LD-19  laoenTyme  Kit-  Cat.  No-  3076 . 

Helena  Laboratories . 

Super  Z-12XHDL  Cholesterol  Supply  KH  Catalog  No.  5470) . . 

Titan  Gel  High  Resolution  Protein  Buffer . 

Helena  Laboratories . 

Titan  Gal  Hi^  Resolution  Protein  Kit  Catalog  No.  3040 . 

Kit  10  Plates  (90mm  x  75mm),  2 

Packages  Buffer. 

Titan  Gel  High  Resolution  Protein  Plate . 

Titan  Gel  IFE  Buffer . . . 

Titan  Gel  IFE  Plate . . . . . 

Titan  Gel  Immunn  Fix  Kit  Catalog  No  3Q48  ,  . . 

Date  of 
application  . 


04/16/82 

04/16/82 

04/16/82 

11/26/86 

11/26/86 

01/12/84 

03/19/86 

03/19/86 

01/12/84 

03/19/86 

01/12/84 

03/19/86 

04/06/78 

04/06/78 


04/16/73 

10/14/76 


01/28/74 

04/05/77 

07/05/73 

01/28/74 

01/28/74 


04/06/72 

04/06/72 

02/11/82 

12/22/71 


09/30/85 

09/30/85 


11/30/71 


03/26/86 

12/28/73 

12/28/73 

12/28/73 

12/18/85 

12/18/85 

01/24/86 

03/09/88 

03/09/88 

03/09/88 

03/09/88 

03/09/88 

03/09/88 

03/09/88 

03/09/88 

03/09/88 

03/09/88 

03/09/88 

03/09/88 

01/24/86 

04/12/63 

03/03/86 

03/03/86 

12/18/85 

03/05/86 

01/24/86 


Helena  Laboratories .. 
Helena  Laboratories .. 


Titan  Gel  Iso  Dot  LDH  Buffer . 

Titan  Gel  Iso  Dot  LDH  Isoenzyme  Plate 


01/07/86 

12/18/85 
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ICL  Scientific . . . . .  Therapeutic  Drug  Control  I,  TOC  I  (High  Level) . 

ICL  Scientiric . |  Therapeutic  Drug  Control  1, 11,  III,  Tri-Level  TDC  Multipack. 

Therapeutic  Drug  Control  II,  TDC  II  (Mid-Level) . . 

Therapeutic  Drug  Control  III,  TDC  III  (Low  Level) . 


ICL  Scientific . 

ICL  Scientific . . . 

ICN  Mteromedlc  Systems,  Inc. 

ICN  Micromedic  Systems,  Inc . 

ICN  Micromedic  Systems,  Iik . 

ICN  Micromedic  Systems,  Inc . . 

ICN  Micromedic  Systems,  Inc . 

ICN  Micromedic  Systems,  Inc . 

ICN  Micromedic  Systems,  Inc . 

ICN  Micromedic  Systems,  Inc . 

ICN  Micromedic  Systems,  Inc . 

ICN  Micromedic  Systems,  Inc . 

ICN  Micromedic  Systems,  Inc . 


Industrial  Analytical  Latwratory, 
taw. 

Industrial  Analytical  Laboratory,  Inc... 
Industrial  Analytical  Laboratory,  Inc... 

Industrial  Optical 

Industrial  Optical . 

tamotron  of  Oregon,  Inc. 
Irmotron  of  Oregon,  Inc . 


Innotron  of  Oregon,  Inc . 

Janssen  Pfiarmaceutlca,  Inc. 

Janssen  Pharmaceutica,  Inc . 

Janssen  Pharmaceutica,  Inc . 

Janssen  Pharmaceutica,  Inc . 

Janssen  Pharmaceutica,  Inc . 

Janssen  Pharmaceutica,  Inc . 

Janssen  Pharmaceutica,  Inc . 

KaHestad  Diagnostics 

Kallestad  Diagnostics . 

KaHestad  Diagnostics . 

Kallestad  Diagnostics . 

KaHestad  Diagnostics . 


Immunogen;  BZ-A . . . 

Immunogen:  BZ-B . 

Immunogen:  CD-A . 

Immunogen:  M-A. . . . 

Immunogen:  M-B . 

Immunogen:  TF-A . 

Micromedic  Crackpot  57(DO/125l  Tracer  Solution.. 
Micromedic  Crackpot  StarKlards-2,  3,  &  4 

Micromedic  Morphme  1251  Tracer  Solution . 

Micromedic  Morphme  Standards  2,  3,  &  4 . 


Il-Nor-Carboxy-Delta-S-Tetrahydrocannabinol . 
1 1-hydroxy-delta-9-tetrahydrocannabiix>l . 


Opti-Kleen.. 


Manufacturer  or  supplier 

Product  name/description 

Helerra  Laboratories . 

Helena  Laboratories . 

Helena  Laboratories . 

Helerta  Laboratories . 

Helena  Laboratories . 

Helena  Laboratories . . 

Helena  Laboratories . 

Helena  Laboratories . 

Hatena  1  ahorntciriefi . 

Helena  Laboratories . 

lie  •IrLRHHMHHHMHIl 

Helena  Laboratories . 

Helena  Laboratories . 

Titan  IV  IE  Plate  Kit . 

ICL  Scientific 

Form  of  product 


Innofluor  Phenobartrital  Calibrators  0.0,  3.0,  8.0,  20.0,  40.0,  and  80.0 
meg/  ml. 

Phenobarbital  Stock  Tracer . . . . . 


3H  AlfentanH . 

3H  Fentanyl . 

3H  Sufentanil . 

Alfentanil  Radioimmunoassay  Kit.. 

Fentanyl  Radioimmunoassay  Kit... 

Sufentanil  Radioimmimoassay  Kit. 


Barbital  Buffer  901 . 

lEP  Buffer  No.  900 . 

Immunoelectrofilm  Catalog  No.  910 . 

IrnmunoelectrofHms,  Catalog  No.  1013 . 


Kit  10  Piates  (90mm  x  75mm),1 
Packet  Iso  Cnt  LDH  Buffer. 

Packet  21.5  8. . 

Bottle:10  ml . . . 

Packet  22.7  g . 

Plate:  (90mm  x  75mm) . . . 

Viat  2  mL  10  viais/box . . 

Packet  17.3  g . 

Kit  1  Packet  Buffer . . 

Plate:  (90  x  75  mm) . 

Kit  10  plates  (81  x  143  mm)  1 
packet  buffer  (21.6  g). 

Plate:  (81  x  143  mm) . 

Kit  10  plates  (81  x  143  mm)  1 
packet  buffer  (29.1  g). 

Plata:  81  x  143  mm _ 

Packet  29.1  g . 

Kit  10  Plates  (90mm  x  75mm),  1 
Packet  Buffer. 

Plate:  (90mm  x  75mm) . 

Packet  25.9  g . . . 

Kit  10  Plates  (90mm  x  75mm),  2 
Packets  Buffer. 

Plate:  (90mm  x  75mm) . 

Kit  10  Plates  (90mm  x  75mm),  1 
Packet  LDH  Buffer,  1  Box  LDH 
Reagent 

Rate;  (90mm  x  75mm) . 

Packet  5  g  (5  Pack^s/box) . . 

Package:  plates,  3  by  4  ia . . . 

Package:  plates,  1  by  3  tit . 

Kit  10  large  (3  by  4  ia)  IE  Plates,  1 
box  B1  Buffer. 

Kit  12  smaH  (1  by  3  in.)  IE  plates,1 
box  B1  Buffer. 


Glass  Vial:  10  ml . 

Glass  Vials  (12):  10  ml. 

Glass  Vial:  10  ml . . 

Glass  Viah  10  ml . 


Plastic  Vial:  1.5  ml . 

Plastic  Viat  1.5  ml . 

Plastic  Vial:  1.5  ml . 

Plastic  Vial:  1.5  ml . 

Plastic  Viat  1.5  ml . 

Plastic  Vial:  1.5  ml . 

Plastic  Bottle:  50  ml,  1000  ml . 

Plastic  Bottle:  5  ml,  100  ml . 

Bottle:  50  ml,  1000  ml . 

Bottle:  5  ttH,  100  rr»l . 


Ampule:  1  ml . . . 

Ampule;  1  ml  . . . . . . 


Bottle;  5  gallon 


Bottle;  3  ml 
Vial:  5  ml . 


Vial:  0.5  ml . 

Viat  0.5  ml.... 
Vial:  0.5  ml.... 
Kit  200  tests 
Kit  200  tests 
Kit  500  tests 


Vial . 

Vial;  7  Dram . 

1  Film  Sealed  in  Cardboard  Container 
Styrofoam  Corrtainer.  25  film . 


Date  of 
application 


01/24/86 

11/26/86 

11/26/86 

03/07/83 

12/18/85 

01/07/86 

12/18/85 

01/24/86 

01/09/87 

01/09/87 

01/09/87 

01/09/87 

01/09/87 

04/12/83 

01/24/86 

12/18/85 

12/18/85 

01/24/86 

03/03/86 

01/24/86 


12/18/85 

12/28/73 

12/28/73 

12/28/73 

12/28/73 

12/28/73 


08/14/85 

08/14/85 

08/14/85 

08/14/85 


02/29/88 

02/29/88 

02/29/88 

02/29/88 

02/29/88 

02/29/88 

02/24/88 

02/24/88 

02/29/88 

02/29/88 


09/04/85 

02/18/87 


06/24/81 

07/09/87 

09/23/87 


02/01/87 

02/01/87 

02/01/87 

05/13/85 

05/13/85 

05/13/85 


05/19/81 

12/26/78 

03/11/80 

06/22/87 
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Manufacturer  or  supplier 


Product  name/description 


Form  of  product 


Date  of 
application 


Kallestad  Diagnostics .  lmtnurK>electrophoresis  Reagent  Ktt,  Catalog  No.  1012. 

Kallestad  Diagnostics . . .  Quanticoat  125I-T3  Uptake  Kit  Catalog  No.  623 — . 

Kallestad  Diagnostics .  Quanticoat  125I-T3  Uptake  Ktt,  Catalog  No.  833 . 

Kallestad  Diagnostics .  Quanticoat  125I-T3  Uptake  Reagent  Catalog  No.  785... 

Kallestad  DiagrK>stics . .  Quanticoat  125I-T3  Uptake  Reagent  No.  834 . 

LKB  Instruments,  Inc. 

LKB  Instruments,  Inc .  Tris-baibiturate  Buffer  pH  8.6 . 


06/22/87 

12/16/85 

06/24/81 

12/16/65 

06/24/81 


Lemmon  Company 

Lemmon  Company .  Etorphine  Standard  Solution. 

M&T  Chemicals,  Inc. 

M&T  Chemicals,  Inc .  M&T  NiproTeq  SB  Additive... 


M&T  Chemicals,  Inc . J  M&T  NiproTeq  SB  Make-Up  Additive. — 


MCI  Biomedical 

MCI  Biomedical . . .  lEP  Buffer,  pH  8.2, 0.04  Ionic  Strength . . . 

Mallincfcrodt  Inc. 

Mallinckrodt  Inc .  (1)  RIA-MAT  Circulating  T3  1125  Kit,  Catalog  No.  501: 


Mallinckrodt  Inc .  (2)  RIA-MAT  T3  Antiserum . 

Mallinckrodt  Inc .  (3)  RIA-MAT  T3  Buffer . 

Mallinckrodt  Inc .  (4)  RIA-MAT  T3  Reaction  Vial . 

Mallinckrodt  Inc .  (5)  RIA-MAT  T3  StarKfard  0.5  ng/ml . 

Mallinckrodt  Inc .  (6)  RIA-MAT  T3  Standard  0  ng/ml . 

Mallinckrodt  Inc .  (7)  RIA-MAT  T3  Standard  1.0  ng/ml . 

Mallinckrodt  Inc . . .  (8)  RIA-MAT  T3  Standard  2.0  ng/ml . 

MalliTKkrodt  Inc .  (9)  RIA-MAT  T3  Standard  6.0  ng/ml . 

Mallinckrodt  Inc .  RIA-MAT  T4  1-125  Kit . 


Mallinckrodt  Inc .  Res-O-Mat  ETR  Solution . 

Mallinckrodt  Inc .  Res-O-Mat  ETR  Solution . . . 

MallirKkrodt  Inc .  Res-O-Mat  T4  Solution . 

Mallinckrodt  Inc .  Res-O-Mat  T4  Solution . 

Mallinckrodt  Inc .  SPACT4RIAKit . . . 

Mallinckrodt  Inc .  SPAC  T4  RIA  Kit . 

Mallinckrodt  Inc .  T4  1125  Reaction  Solution . 

Mallinckrodt  Inc .  T4  1125  Reaction  Solution . 

Mallinckrodt  Inc .  T4  Starxiard  (10.0  ug  pet) . 

Mallinckrodt  Inc... .  T4  Standard  (10.0  ug%) . 

Mallinckrodt  Inc .  T4  Standard  (2.0  ug  pet) . 

Mallinckrodt  Inc .  T4  Standard  (2.0  ug%) . 

Mallinckrodt  Inc .  T4  Standard  (20.0  ug  pet) . 

Mallinckrodt  Inc . . .  T4  Standard  (20.0  ug%) . 

Mallinckrodt  Inc .  T4  Standard  (40.0  ug  prt) . 

Mallinckrodt  Inc .  T4  Starxlard  (40.0  ug%) . 

Mallinckrodt  Inc .  T4  Standard  (5.0  ug  pet) . 

Mallinckrodt  Inc .  T4  Standard  (5.0  ug%) . 

Materials  &  Technology  Systems 

Materials  &  Technology  Systems .  5-Ethyl-5-(1-Cart)Oxy-N-Propy0  Barbituric  Acid . 

Materials  &  Technology  Systems .  5-Ethyl-5-(1-Carboxy-N-Propyl)Barbituric  Acid  Bovine  Serum  Albumin 

or  Rabbit  Serum  Albumin. 

Materials  &  Technology  Systems .  5-Ethyl-5-(1  -Carboxy-N-Propyl)Barbituric  Acid  Sensitized  RBC . 

Materials  &  Technology  Systems .  Barbiturate  Standard . 

Materials  &  Technology  Systems .  Benzoyl  Eegonine . 

Materials  &  Technology  Systems .  Benzo^eegonine  Standard . 

Materials  &  Technology  Systems .  Carboxymethyl-Morphine . 

Materials  &  Technology  Systems .  Carboxymeth^-Morphine  Bovine  Serum  Albumin  or  Rabbit  Serum 

Albumin. 

Materials  &  Technology  Systems .  Carboxymethylmorphine  Sensitized  RBC . 

Materials  &  Technology  Systems .  Eegonine  Bovine  Serum  Albumin  or  Rabbit  Serum  Albumin . 

Materials  &  Technology  Systems .  Eegonine  Sensitized  RBC . 

Materials  &  Technology  Systems .  Methadone  Standard  . 

Materials  &  Technology  Systems .  Morphine  Standard  . 

Materials  &  Technology  Systems .  Tropinecarboxylic  Acid  . 

Medi-Chem,  Inc 

Medi-Chem,  Inc .  Barbiturate  Test  Set  (Sodium  Secobarbital  Standard  lOmg  %  w/v) 


Barbiturate  Test  Set  (Sodium  Secobarbital  Standard  lOmg  %  w/v) 
Catalog  No.  250. 


Medical  Analysis  Systems,  Inc. 

Medical  Analysis  Systems,  Inc .  ACE  II  Calibrator  for  the  DuPont  aca  Level  1 . 

Medical  Anal^  Systems,  Inc .  ACE  II  Calibrator  for  the  DuPont  aca  Level  2 . 

Medical  /Vialysis  Systems,  Inc .  ACE  II  Calibrator  for  the  DuPont  aca  Level  3 . 


01/28/74 

01/28/74 

01/28/74 

01/28/74 

01/28/74 

01/28/74 

01/28/74 

01/28/74 

04/03/75 

02/17/72 

08/28/74 

02/17/72 

08/28/74 

02/01/77 

09/15/77 

02/01/77 

09/15/77 

02/01/77 

09/15/77 

02/01/77 

09/15/77 

02/01/77 

09/15/77 

02/01/77 

09/15/77 

02/01/77 

09/15/77 


05/03/73 

05/03/73 

05/03/73 

09/17/76 

04/18/74 

09/17/76 

05/03/73 

05/03/73 

05/03/73 

05/03/73 

05/03/73 

09/17/76 

07/17/73 

05/03/73 


08/07/86 

08/07/86 

08/07/86 
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Manufacturer  or  supplier 


Product  name/description 


Form  of  product 


Date  of 
applicaten 


04/30/65 

04/30/85 

04/30/65 

04/03/87 

04/03/87 

10/08/86 

10/08/86 

10/08/66 


09/05/73 

09/05/73 


06/25/87 

06/25/87 

05/21/80 

05/21/80 

12/14/76 

12/14/76 

12/14/76 

12/14/76 

12/14/76 

12/14/76 


05/21/80 

11/10/78 

12/19/80 

12/19/80 

03/28/77 

01/17/84 

01/17/84 

01/17/84 

05/28/86 

03/28/77 

02/01/83 

05/01/70 

07/29/70 

12/02/74 

12/02/74 


11/08/77 

11/08/77 

11/08/77 

11/08/77 

11/08/77 

11/08/77 

11/08/77 

11/08/77 

11/08/77 

05/15/78 


11/08/77 

11/08/77 


10/17/86 

10/17/86 

10/17/86 


12/15/77 

03/10/78 

07/08/77 

03/10/78 

03/10/78 

03/10/78 


36168 


Federal  Register  /  Vol.  53,  No.  180  /  Friday.  16.  1988  /  Rules  and  Regulations 


Exempt  Chemical  Preparations— Continued 


Manufacturer  or  suppCer 

Product  name/description 

Form  of  product 

OMI  International  Corporation 

OMI  International  Corporation . . 

Organon  Teknika  Corp. 

Compmind  n  Solution,,  .  . . - . 

ASSURE,  Levels  1  4 II _  .  ~  ™ 

viair  10  1(4 . 

Bovine  QAS  Clinical  Study . . 

A  VMk/K»  (10  ml/wial) 

ounce. 

Boston  Round  Amber  Bottle:  4  ounce.. 
Vial:  10  ml,  10  vials/kit . 

Midwest/Illinois/New  Jersey  Quality  Control  Program,  Level  1 4  ll....». 

P/tCP  1 4  II . 

Kit  3fi  vlals/kil 

Vial-  10  ml 

Vial-  7  a  ml 

Vlat  7.3  ml . 

Kit  r^ig:  A  wiabt 

Profile  General-Levels  1 4  II . . .  . 

Viah  SmI . 

Quality  /Assurance  Serum  Level  1 . . 

Viat  16.5  n4,  A  viala/kit . 

VM:  1A  5  ml,  A  viala/kit 

Russell’s  Viper  VerxKn  Reagent . 

Vial:  7.3  ml  containing  48  mg  of 
ponvder. 

Vlat  4.7  ml,  7.3  m(,  and  16  5  ml  ,  . 

Simplastin . . — _ ........... 

Vial:  7.3  ml  . .  . 

bottle,  7  dr. 

TETRA-TAB-RIA  T4  Diagnostic  Kit . . . 

bottle,  7  dr. 

TFTRA-TI  IRF  RIA  TA  ni^nnetio  kit 

TGTR  Set . " . 

Kit  200  Tests . . . 

Kit  40  tests. . . 

Vlat  25  ml 

Ortho  Diagnostic  Systems,  Inc. 

Aotivatnd  ThmmhnFAX  No  721000 . 

BotUe:  3.2  ml . . 

Glass  Vial:  30  determination  size,  100.. 
Glass  Vial:  5  ml . . 

Glass  Vial:  5  ml . . . 

Pacific  Hemostasia 

Vlat  100  ml . 

Viah  90  ml...„ . . 

Viat  20  ml„ . . 

Pantex 

Immuno  T3  Kit  (1)  L-Triiodothyronine  1251  (2)  1st  Antiserum  (3)  2nd 
Antiserum  (4)  Diluent  (5)  Standards. 

Itrvnuno-Digoxin  Kit  Containing:  (1)  Digoxin  1251  (2)  1st  Antiserum 
(3)  2nd  Antiserum  (4)  Diluent 

Kit  Containing  Bottles:  (1)  10  ml  (2) 

10  ml  (3)  50  ml  (4)  5  ml  (5)  3  ml. 

Kit  Containing  Bottles:  (1)  10  ml  (2) 
20  mi  (3)  50  ml  (4)  5  ml 

Bottle:  50  ml . 

Immuno-Estriol  Kit  (1)  Estriol  3H  RIA  (2)  Estriol  3H  Recovery  (3)  1st 
Antiserum  (4)  2nd  Antiserum  (5)  Diluent  (6)  Buffer  (7)  Standards. 

lmmuno-T4  Kit  (1)  Thyroxine  125I  (2)  1st  /Vitiserum  (3)  Znd  Antise- 

Kit  Containing  Bottles:  (1)  10  ml  (2)  5 
mi  (3)  10  ml  (4)  20  ml  (5)  100  ml 
(6)  50  nri  (7)  5  ml. 

Kit  Containing  Bottles:  (1)  100  ml, 
1000  ml  (2)  50  ml  (3)  10Q  ml  (4)  5 
ml  (5)  3  ml. 

Kit  Containing  Bottles:  (1)  10  ml  (2) 
10  ml  (3)  50  ml  (4)  100  mi  (5)  5  ml 

Bottle:  100  ml,  1000  ml . 

rum  (4)  Diluent  (5)  sWidards. 

Immuno-Testosterone  1251  Kit  (1)  Testosterone  1251  (2)  1st  /Vntise- 

rum  (3)  2nd  Antiserum  (4)  Dihient  (5)  Standards. 

PerMn-Elmer  Corporation 

Amphetamine  Polarization  Fhtoroimmunoassay  KH . 

Kit  100  tests . .  . 

PerfcirvElmer  Corporation - 

Kit  100  tests . . 

Princeton  Separations,  Inc. 

Pnunh:  1  aiklA . 

Fiber  Dnan:  25  kg . 

Pniieh-  lA.a  gma  . 

Princeton  Separatiorrs,  Inc - 

Pana^  LD  Isoenzyme  Slide . .  . 

Poucft  1  slideT„ . . 

Date  of 
application 


10/01/75 


06/27/80 

04/28/80 

01/20/76 

02/18/79 

04/16/81 

05/07/80 

03/07/80 

11/28/80 

03/13/72 

03/13/72 

02/22/82 

02/22/82 

08/17/78 

08/17/78 

07/08/74 

03/13/72 

03/13/72 

01/20/76 

01/20/76 

01/20/76 

06/03/83 

03/13/72 

01/20/76 

02/18/79 

06/27/80 


09/21/71 

05/23/83 

10/25/83 

10/25/83 


05/24/84 

05/24/84 

05/24/84 


01/04/79 

01/04/79 

01/04/79 

01/04/79 


01/04/79 


01/04/79 

01/04/79 


12/18/86 

12/18/86 

12/18/86 

12/18/88 

12/18/86 

12/18/86 


06/29/87 

06/29/87 

06/29/87 

06/29/87 

06/29/87 

06/29/87 
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Exempt  Chemical  Preparations— Continued 


Manufacturer  or  supplier 


Product  name/description 


QuanUmetrIx 


Quantimetrix.. 

Quantimetrix.. 

Quantimetrix.. 

Quantimetrix.. 

Quantimetrix.. 


Quantimetrix  Anticonvulsant  Serum  Drug  Control,  Liquid  Level  II 
Control  No.  17-0303-^ 

Quantimetrix  Antidepressant  Serum  Drug  Control,  Liquid  Level  I 
Control  No.  17-0303-1. 

Quantimetrix  Antidepressant  Serum  Drug  Control,  Liquid  Level  I 
Control  No.  17-0305-1. 

Quantimetrix  Antidepressant  Semm  Drug  Control,  Liquid  Level  II 
Control  No.  17-0305-2. 

Urine  Drugs  of  Atxise  Control  Catalog  No.  12-2411-1 . 


Quin-Tee,  Inc. 

Quin-Tec,  Inc . 

Quin-Tec,  Inc . 


Quin-Tec,  Inc. 


Additive  SB-1 . 

QuirvTec  Brightener  402 . 

Quirt-Tec  Brightener  404 . 


Form  of  product 


Polyethytene  Dropper  Bottle: 
Polyethylerte  Dropper  Bottle: 
Polyethylene  Dropper  Bottle: 
Polyethylene  Dropper  Bottle: 
Dropper  Bottle:  15  ml . 


Date  of 
application 


15  ml. _ 

15  ml . 

15  ml . 

15  ml. _ 


04/16/86 

04/16/86 

04/16/86 

04/16/86 

02/23/87 


Drum:  55  gals . 

Plastic  PaH:  5  gallons.  Plastic  Drum: 
55  gallons. 

Plastic  Pail:  5  gallocts.  Plastic  Drum: 
55  gallons. 


05/11/87 

10/13/81 

10/13/81 


Radian  Corporation 


Radian  Corporation. 
Radian  Corporation. 
Radian  Corporation. 
Radian  Corporation. 
Radian  Corporation. 
Radian  Corporation.. 
Radian  Corporation. 
Radian  Corporation. 
Radian  Corporation. 
Radian  Corixxation. 
Radian  Corporation. 
Radian  Corporation. 
Radian  Corporation. 
Radian  Corjxrration. 
Radian  Corporation. 
Radian  Corporation. 


6- Acetylmorphirre . 

6-Acet^morphirre-D3 . 

9-Cart)oxy-1 1-nor-Delta-9-Tetrahydrocannabirx>l-D3. 

Amphetamine-D3 . 

Amphetamine-D5 . 

Benzoylecgonine . 

Benzoylecgonirre-D3 . 

Cocair)e-D3 . 

Codeirre . 

Codeine-D3 . 

Delta-9-Tetrahydro-carmabinol-D3 . 

Methamphetamine-D5 . 

Morphine . . 

Morphine-D3 . . 

Phencyclidine-D5 . 

Phenoi}arbital-D5  . . 


Ampule:  2 
Ampule:  2 
Ampule;  2 
An^jule:  2 
Ampule;  2 
Ampule:  2 
Ampule:  2 
Ampule:  2 
Ampule:  2 
Ampule:  2 
Ampule:  2 
Ampule:  2 
Ampule;  2 
Amjxjle:  2 
Ampule:  2 
Ampule:  2 


ml . 
ml . 
ml. 
ml. 
ml . 
ml . 
ml . 
ml . 
ml . 
ml. 
ml. 
ml. 
ml. 
rrrl 
ml. 
ml . 


12/04/87 

12/04/87 

12/04/87 

12/04/87 

12/04/87 

12/04/87 

12/04/87 

12/04/87 

03/09/88 

12/04/87 

12/04/87 

12/04/87 

03/09/88 

12/04/87 

12/04/87 

12/04/87 


Research  Triangle  Institute 


Research  Triangle  Institute.. 
Research  Triangle  Institute.. 
Research  Triangle  Institute. 
Research  Triangle  Institute. 
Research  Triangle  Institute. 
Research  Triangle  Institute. 
Research  Triangle  Institute. 
Research  Triangle  Institute. 
Research  Triangle  Institute. 


11-Nor-9-cart>oxy-delta-9  THC  Blood  Standards  Kit . 

11-Nor-9-carboxy-delta-9  THC  Plasma  Standards  Kit . 

Delta-9  THC  Blood  Standards  Kit . 

Delta-9  THC  Plasma  Standards  Kit . 

Iodine  Kit  for  Radioimmunoassay  of  11-Nor-9-cart)Oxy-delta-9  THC 
in  Blood. 

Iodine  Kit  for  RadiotmtTatnoassay  of  11-Nor-9-cart)oxy-delta-9  THC 
in  Plasma. 

Iodine  Kit  for  Radioimmunoassay  of  Delta-9  THC . 

Iodine  Kit  for  Radioimmunoassay  of  Delta-9  THC  in  Blood . 

Tritium  Kit  for  Radioimmunoassay  of  Delta-9  THC . 


Kit  Containing:  18-21  ml  Ampuls,  1-5 
ml  Ampul. 

Kit  Contaming;  18-21  ml  Ampuls,  1-5 
ml  Ampul. 

Kit  Containing:  16-2  ml  Ampuls,  1-5 
ml  Ampul. 

Kit  Containing:  16-2  ml  Ampuls,  1-5 
ml  Ampul. 

Kit  Contairting:  26-1  ml  Ampuls,  2-20 
ml  Vials,  2-250  ml  Bottles. 

Kit  Containing:  24-1  ml  Ampuls,  2-20 
ml  Vials,  2-250  ml  Bottles. 

Kit  Containmg:  20-1  ml  Ampules,  2- 
20  ml  Vials,  2-250  ntl  Bottles. 

Kit  Containing;  22-1  ml  Ampules,  2- 
20  ml  Vials,  2-250  ml  Bottles. 

Kit  Containing;  20-1  ml  Ampules,  2- 
20  ml  Vials,  2-250  ml  Bottles. 


10/26/81 

10/26/81 

10/26/81 

11/02/81 

10/26/81 

10/26/81 

10/20/80 

07/10/81 

06/27/80 


Roche  Diagnostic  Systems,  Inc. 


Roche  Diagnostic  Systems,  Inc . 
Roche  Diagnostic  Systems,  Irn: . 
Roche  Diagnostic  Systems,  Inc . 
Roche  Diagnostic  Systems,  Inc. 
Roche  Diagnostic  Systems,  Inc . 
Roche  Diagnostic  Systems,  Inc. 
Roche  Diagnostic  Systems,  Inc . 
Roche  Diagnostic  Systems,  Inc. 
Roche  Diagnostic  Systems,  Inc . 
Roche  Diagnostic  Systems,  Inc . 
Roche  Diagnostic  Systems,  Inc . 
Roche  Diagnostic  Systems,  Inc . 
Roche  Diagnostic  Systems,  Irx: . 
Roche  Diagnostic  Systems,  Inc . 
Roche  Diagnostic  Systems,  Inc 
Roche  Diagnostic  Systems,  IrK . 
Roche  Diagnostic  Systems,  Inc 

Roche  Diagnostic  Systems,  Inc 
Roche  Diagnostic  Systems,  Inc 

Roche  Diagnostic  Systems,  Inc 


1251  T3  (for  T3  Uptake  Radioassay) . 

Atxjscreen  1251  Amphetamine  Reagent 
Abuscreen  1251  Benzoylecgonine  Reagent 
/Vtxjscreen  1251  Metha^lone  Reagent 
Abuscreen  1251  Morphine  Reagent.. 

Abuscreen  1251  Oxazepam  Reagent 
Abuscreen  1251  Phencyclidirra  Reagent 
Abuscreen  1251  Secobarbital  Reagent 

Abuscreen  1251  Tetrahydrocannabinol  Reagent . . . 

Abuscreen  1251-LSD  Rea^t . 

Abuscreen  EIA  Amphetamine . 

Abuscreen  EIA  Amphetamine  Conjugate  Reagent . 

Abuscreen  EIA  Amphetamirie  Negative  Control . 

Abuscreen  EIA  Amphetamine  Positive  Calibrator . 

Abuscreen  EIA  Amphetamine  Positive  Corrtrol- . 

Abuscreen  EIA  Barbiturate  Conjugate  Reagent . 

/Vbuscreen  EIA  Barbiturate  Enzyme  Immunoassay  Test  Kit  for  Barbi¬ 
turate  Metabolites. 

/Uxiscreen  EIA  Barbiturate  Negative  Control . 

/tbuscreen  EIA  Barbiturate  Positive  Calibrator  50-1200  (in  incre¬ 
ments  of  50)  ng/ml. 

/Vbuscreen  EIA  Barbiturate  Positive  Control . 


Vial:  15  ml . 

Vial:  30  ml,  500  ml. 
Vial:  30  ml.  500  ml. 
Vial:  30  ml,  500  ml. 
Vial:  30  ml,  500  ml. 
Vial:  30  ml,  500  ml. 
Vial:  30  ml.  500  ml. 
Vial:  30  ml,  500  ml. 
Vial:  500  ml,  30  ml. 
Vial:  500  ml.  30  ml. 

Kit  100  tests . 

Vial:  30  ml . 

Vial:  4  ml . 

Vial:  4  ml . 

Vial:  4  ml . 

Vial:  30  ml . 

Kit  100  Tests . 

Vial:  4  ml . 

Vial;  4  ml . . . 

Vial:  4  ml . 


07/22/81 

02/15/83 

02/15/83 

02/15/83 

02/15/83 

03/06/87 

02/15/83 

02/15/83 

08/14/81 

01/28/84 

01/18/88 

01/18/88 

01/18/88 

01/18/88 

01/18/88 

10/02/86 

10/02/86 

04/15/87 

10/02/86 

04/15/87 
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Exempt  Chemical  Preparations— Continued 


Manufacturer  or  supplier 


Product  rtame/description 


Form  of  product 


Date  of 
application 


Roche  Diagnostic  Systems,  Inc .  Abuscreen  EIA  Cannabinoid  Positive  Calibrator  50-1200  (in  incre¬ 

ments  of  50)  ng  of  THC  derivative/ml. 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  EIA  Cannabinoid  THC  Conjugate  Reagent . . 

Roche  Diagnostic  Systems,  lnc.~ .  Abuscreen  EIA  Cannabinoids  Enzyme  Immunoassay  Test  Kit  for 

Carmabinoids. 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  EIA  Cannabinoids  Negative  Control . . . . 

Roche  Diagrrostic  Systems,  Irtc .  Abuscreen  EIA  Cannabinoids  Positive  Control . . 

Roche  Diagnostic  Systems,  Irx: .  Abuscreen  EIA  Cocaine  Metabolite  Benzoylecgonine  Conjugate  Re¬ 

agent 

Roche  Diagnostic  Systems,  Inc . .  Abuscreen  EIA  Cocaine  Metabolite  Benzoylecgonme  Positive  Cali¬ 

brator  50-1200  On  increments  of  50)  ng/ml. 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  EIA  Cocaine  Metabolite  Enzyme  Immunoassay  Test  Kit 

for  Benzoylecgonine. 

Roche  Diagnostic  Systems,  Inc . . Abuscreen  EIA  Cocaine  Metabolite  Negative  Control _ 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  EIA  Cocaine  Metabolite  Positive  Control . - . 

Roche  Diagrrostic  Systems,  Inc . . Abuscreen  EIA  Morphine  Conjugate  Reagent . . 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  EIA  Morphine  Enzyme  Immunoassay  Test  Kit  for  Mor¬ 

phine  and  Morphine  Metabolites. 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  EIA  Morphine  Negative  Control . . . 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  EIA  Morphine  Positive  Calibrator  50-1200  On  increments 

of  50)ng/mL 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  EIA  Morphine  Positive  Control - 

Roche  Diagnostic  Systems,  Inc . .  Abuscreen  OivTrak  Amphetamine . . . . 

Roche  Diagnostic  Systems,  IrK .  Abuscreen  On-Trak  Amphetamine  Antibody  Diluent . . 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  OrvTrak  Amphetamirre  Control . . . . 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  Ott-Trak  Amphetamirre  Latex . . 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  Ort-Trak  Amphetamine  Negative  Control . . . 

Roche  Diagnostic  Systems,  Inc .  Abusaeen  On-Trak  Barbiturate . 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  Ott-Trak  Barbiturate  Antibody  Diluent  — - - 

Roche  Diagnostic  Systems,  lnc..~ .  Abusaeen  On-Trak  Barbiturate  Latex . . . . . . . . 

Roche  Diagnostic  Systems,  lnc..~ .  Abuscreen  On-Trak  Barbiturates  Negative  Control . . 

Roche  Diagnostic  Systems,  Inc . .  Abuscreen  On-Trak  Barbiturates  Positive  Control . . 

Roche  Diagrtostlc  Systems,  Inc .  Abuscreen  OrvTrak  Cannabinoids . . . 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  OrvTrak  Cannabinoids  Antibody  Diluent . . 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  OrvTrak  Cannabinoids  Negative  Control . - 

Roche  Diagnostic  Systems,  Inc . . .  Abuscreen  OrvTrak  Cannabinoids  Positive  Control . 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  On-Trak  Cannabinoids  THC  Latex . . . 


Roche  Diagnostic  Sterns,  Irw _ 

Roche  Diagnostic  S)^ms,  Inc  — 

Roche  Diagnostic  Systems,  Inc _ 


Roche  Diagnostic  Systems,  Inc _ 

Roche  Diagnostic  Systems,  Irw - 


Roche  Diagnostic  Systems,  Inc 
Roche  Diagnostic  Systems,  Inc.— 
Roche  Diagnostic  Systems,  Inc  — 
Roche  Diagnostic  Systems,  Inc-. 
Roche  Diagnostic  Systems,  Inc-. 
Roche  Diagnostic  Systems,  Inc 


Roche  Diagnostic  Systems,  Inc  — 


Roche  Diagnostic  Systems,  Inc _ Abuscreen  OrvTrak  Cocaine  Metabolite - 

Roche  Diagnostic  Systems,  Inc _  Abusaeen  OrvTrak  Cocaine  Metabolite  Antibody  Diluent . . 

Roche  Diagnostic  Systems,  Inc _ Abuscreen  OrvTrak  Cocaine  Metaboiile  Benzoylecgonine  Latex _ 

Roche  Diagnostic  Systems,  Inc . . .  Abuscreen  OrvTrak  Cocaine  Metabolite  Negative  Control . 

Roche  Diagnostic  Systems,  Inc - Abusaeen  OrvTrak  Cocaine  Metabolite  Positive  Control _ 

Roche  DiagrK>stic  Systems,  Inc .  Abuscreen  OrvTrak  Morphine . . . 

Roche  Diagnostic  Systems,  Inc _ Abusaeen  OrvTrak  Morphine  Antibody  Diluent _ 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  OrvTrak  Morphine  Latex . . . . 

Roche  DiagrK>stic  Systems,  Inc - Abusaeen  OrvTrak  Morphine  Negative  Controls- _ 

Roche  Diagnostic  Sterns,  Irw _ Abusaeen  OrvTrak  Morphine  Positive  Control . 

Roche  Diagnostic  S)^ms,  kw - Abusaeen  Positive  Ref.  Control  (Benzodiazepines)  25,  50,  75,  100 

ng/ml  or  150-1000  (in  irwrements  of  50)  ng/ml. 

Roche  Diagnostic  Systems,  Inc _ Abuscreen  Positive  Ref.  Control  (LSD)  0.1,  0.2,  0.25,  0.3,  0.4,  0.5, 

0.6,  0.7,  0.75,  0.8,  0.9,  1.0,  1.25,  1.5,  1.75,  2.0,  2.5,  5.0  or  10.0 
ng/mL 

Roche  Diagnostic  Systems,  Irw _ Abusaeen  Positive  Refererwe  Control  (Amphetamine)  100,  500, 

750, 1000, 1500,  or  2000  ng/ml. 

Roche  Diagnostic  Systems,  Irw -  Abusaeen  Positive  Reference  Control  (Barbiturate)  50,  100,  200, 

300,  400,  500, 750, 1000,  or  2000  ng/ml. 

Roche  Diagnostic  Systems,  Irw .  Abusaeen  Positive  Refererwe  Control  (Benzoylecgonine)  100,  150, 

200,  300, 400,  500,  600,  750, 1000,  a  2000  ng/mL 

Roche  Diagnostic  Systems,  bw _ Abusaeen  Positive  Reference  Control  (Methaqualorte)  100,  300, 

500, 750, 1000,  or  2000  ng/ml. 

Roche  Diagnostic  Systems,  Irw _  Abusaeen  Positive  Refererwe  Control  (Morphine)  40,  50, 100, 150, 

200,  300,  500, 600,  or  1000  ng/ml. 

Roche  Diagnostic  Systems,  Irw _ Abuscreen  Positive  Refererwe  Control  (Phencyclidine)  10,  12.6,  25, 

50,  75, 100,  200,  a  500  ng/ml. 

Roche  Diagnostic  Systems,  Irw _ Abuscreen  Positive  Refaerwe  Control  Cannabirwid  20,  25,  50, 100, 

150, 200, 300, 400,  a  500  ng/mL 

Roche  Diagnostic  Systems,  Irw _ Abuscreen  Positive  Refaerwe  Controls  for  Amphetamine  ^irrgle 

LeveO- 

Rocha  Diagnostic  Systems,  Inc _ Abusaeen  Positive  Urine  Refaerwe  Std.  (Oxazepam  or  Desmelhyl- 

diazepam)  25,  50,  75,  100  ng/ml  a  1^1000  Cm  irwrements  of 
100)  ng/mL 

Roche  Diagnostic  Systems,  Inc _ Abusaeen  Posilfve  Urine  Refaerwe  Std.  (LSD)  0.1,  0.2,  0.25,  06, 

0.4,  as,  0.6, 0.7,  0.75,  0.8,  0.9, 1.0, 165, 16, 1.75,  ^0,  26,  5,  a 
10  ng/ml. 

Roche  Diagrwstic  Systems,  Irw .  Abuscreen  Radiolmmurwassay  fa  Amphetamine . . 

Roche  Diagrtostic  Systems,  Inc _ Abuscreen  Radioimmunoassay  for  Amphetamirw  High  Specificity _ 

Roche  Diagnostic  Systems,  Irw _ Abusaeen  RadioinwnutKMtssay  fa  Barbiturales - 

Roche  Diagnostic  Systems,  Inc . -...  Abusaeen  RadwmrnturKMtssay  for  Benzodiazepines 

Roche  Diagnostic  Systems,  Inc _ Abusaeen  Racfioimmunoassay  fa  Cannabirwids — 


08/28/86 

08/28/86 

04/15/87 

04/15/87 

05/28/86 


04/15/87 

04/15/87 

05/28/86 

05/28/86 

04/15/87 

05/28/86 

04/15/87 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

Oj/14/88 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

03/14/88 

03/06/87 


02/15/83 

09/13/85 

02/15/83 

03/06/87 

08/14/81 
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Exempt  Chemical  Preparations— Continued 


Manufacturer  or  supplier 


Product  name/description 


Form  of  product 


Date  of 
apptcation 


Roche  Diagnostic  Systems,  Inc .  Abuscreen  Radioimmunoassay  for  Cocaine  Metabolite.. . . . I 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  Radioimmunoassay  for  LSD  (Lysergic  Acid  Diethylamide) ..  I 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  Radioimmunoassay  for  Methaqualone . . . I 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  Radioimmunoassay  for  Morphine . I 

Roche  Diagnostic  Systems,  Itk: .  Abusaeen  Radioimmurroassay  for  Phencyclidine  (PCP) - -  I 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  Reference  Controls  for  Amphetamine  (MuKi-LeveO .  I 

Roche  Diagnostic  Systems,  IrK . . .  Abuscreen  Reference  Controls  for  Barbiturate  (Multi-LeveO -  I 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  Reference  Controls  for  Barbiturate  (Single-Level) . .  I 

Roche  Diagnostic  Systems,  Inc .  Abuscreen  Reference  Controls  for  Benzodiazepines  (Sirtgle-LeveO —  I 

Roche  Diagnostic  Systems,  Inc . .  Abuscreen  Reference  Ck)ntrols  for  Carmabinoids  (Multi-Level) . — 

Roche  Diagnostic  Systems,  Inc. . .  Abusaeen  Reference  Controls  for  Cannabinoids  (Single-Level) . — 

Roche  Diagnostic  Systems,  Inc _  Abusaeen  Reference  Controls  fa  Oxaine  Metabolite  (Multi-LeveO  — 

Roche  Diagnostic  Systems,  Inc .  Abusaeen  Refaence  Controls  fa  Cocaine  Metabolite  (Sirrgle-Level).. 

Roche  Diagnostic  Systems,  Inc  . .  Abusaeen  Refaence  Controls  fa  LSD  (Lysergic  Add  Diethylamide) 

(Multi-Level). 

Roche  Diagnostic  Systems,  Inc . .  Abusaeen  Refaence  Controls  fa  LSD  (Lysagic  Acid  Diethylamide) 

(Sirtgle-LeveO. 

Roche  Diagnostic  Systems,  Inc .  Abusaeen  Refaence  Controls  fa  Methaqualone  (Single-Level) . 

Roche  Diagnostic  Systems,  Inc .  Abusaeen  Reference  Controls  fa  Morphine  (Multi-Level) . . . — 

Roche  Diagnostic  Systems,  lnc...._ .  Abuscreen  Refaence  Controls  fa  Morphme  (Single-LeveO . . 

Roche  Diagnostic  Systems,  Inc . .  Abusaeen  Refaence  Controls  for  Phencyclidine  (PCP)  (Multi-Levei)... 

Roche  Diagnostic  Systems,  Inc .  Abusaeen  Refaence  Controls  fa  Phencyclidine  (PCP)  (Single- 

Levei). 

Roche  Diagnostic  Systems,  Inc .  Agglutex  Amphetamine  Latex  Reagent . — 

Roche  Diagnostic  Systems,  Inc .  Agglutex  Amphetamine  Positive  Human  Urine  Control . . 

Roche  Diagrrastic  Systems,  Inc -  Agglutex  Amphetamine  Test  Kit - - 

Roche  Diagnostic  Systems,  Inc .  Agglutex  Barbitaate  Latex  Reagent - - — 

Roche  Diagnostic  Systems,  Inc _ _  Agglutex  Barbitaate  Positive  Human  Urine  Control - - - 

Roche  Diagnostic  Systems,  Inc _  Agglutex  Barbitaate  Test  Kit - - - 

Roche  Diagnostic  Systems,  Inc . - .  Agglutex  Methaqualone  Latex  Reagent - _.... 

Roche  Diagnostic  Systems,  Inc _ _  Ag^utex  Methaqualone  Positive  Human  Urine  Control  - . . 

Roche  Diagnostic  Systems,  lnc._ .  Agglutex  Methaqualone  Test  Kit . . — . — 

Roche  Diagnostic  Systems,  Inc— .  Agglutex  Morphine  Latex  Reagent . . — . 

Roche  Diagnostic  Systems,  Inc _  Agglutex  Morphine  Positive  Human  Urine  Control-. - - 

Roche  Diagnostic  Systems,  Inc _  Agglutex  Morphine  Test  Kit . . . . . — . . . 

Roche  Diagnostic  Systems,  Inc _  Aggiaex  PheiKyclidine  (PCP)  Test  Kit . . 

Roche  Diagnostic  Systems,  Inc . -  Agglutex  Phencyclidine  Latex  Reagent . . . . 

Roche  Diagnostic  Systems,  Inc _ _  Agglutex  Pherx^ydidirte  Positive  Human  Urine  Cotrtrol - - 

Roche  Diagnostic  Systems,  Irtc.. .  Ameriflua  Florcscent  ImtrHinoassay— Phenobarbital — . 

Roche  Diagnostic  Systenrs,  Inc . -  Anti-T3  Reagent  1251 T3  (fa  T3  Radioimmunoassay) . 

Roche  Diagnostic  Systems,  Inc _  Anti-T4  Reagent  1251  T4  (fa  T4  Radioimmunoassay) . 

Roche  Diagnostic  Systems,  Inc .  COBAS  FP  Phenobarbitai  (Calibrators . . . . 

Roche  Diagnostic  Systems,  Inc _  COBAS  FP  Phenobarbital  (Calibrators  B  through  F.- . 

Roche  Diagnostic  Systems,  Inc .  (COBAS  FP  Phenobarbital  Traca  Reagent . 

Roche  Diagnostic  Systems,  Inc .  COBAS  FP  Reagents  fa  Phenobarbital . 

Roche  Diagnostic  Systems,  Inc .  (COBAS  FP  TDM  (Controls . . . . . 

Roche  Diagnostic  Systems,  Inc .  Immunizing  Preparation  No.  1, 2, 3, 4,  5, 6,  7,  a  8  . . . 

Roche  Diagnostic  S^tems,  Inc .  Immunizing  Prepaation  No.  9 . - . — . 

Roche  Diagnostic  Systems,  Inc .  Immunizing  Preparation  No.  9A . . . . . - . 

Roche  Diagnostic  Systems,  Inc .  Immunizing  Prepaation  No.10 . . . . . 

Roche  Diagnostic  ^tems,  Inc .  Immunizing  Prepaation  No.lOA . . . 

Roche  Diagnostic  Systems,  Inc .  Immunizing  Preparations  No.  1A,  2A,  3A,  4A,  5A,  6A,  7A,  4  8A._ . 

Roche  Diagnostic  Systems,  Inc .  NSB  Reagent . . . - - - - 

Roche  Diagnostic  Systems,  Inc .  TDM  Controls,  Levels  I  through  IH . - . - . . . 

Rowley  Biochemical  Institute,  Inc. 

Rowley  Biochemical  Irrstitute,  lnc..„ .  Aldehyde  Fuchsin  Solution . - . 

Rowley  Biochemical  Institute,  Inc .  Aldehyde  Thionin  Solution . - . - . 

Rowley  Biochemical  Institute,  Inc .  Maya's  Hematoxylin  Solution . . . - . . . 

Scherlng  Corp. 

ScheringCorp . — .  Hepaquik . . . . - . - . — . 

Serono  Dlagnostica,  Inc. 

Serono  Diagnostics,  Irw -  rT3  Barbital  Buffa- . . . - - - - - 

Serorw  Diagnostics,  Inc -  rT3-125l - - - - 

Serono  Diagnostics,  lr>c._ .  rTS-Antisaum . . — - - - - 

Sherwood  Medlcai  Company 

Sherwood  Medical  (Company _  Lanca  Rbrinogen  Detamination,  Reagent  Kit  Catalog  No.  8889- 

007608. 

Sigma  Chemical  Co. 

Sigma  Chemical  Co . . - .  1-Tetraliydrocannabinol,  Product  No.  T-4764..„ . - . . 

Sigma  (Chemical  Co . - . —  l-Tetrahjrdrocannabinol,  Protoct  No.  T-4764 - - - - 

Sigma  Chemical  (to .  5,5-Diallylbarblturic  Acid,  Product  No.  D-6013 . . 

Sigma  (toemical  Co _  6-Tetrahydrocannabinol,  Product  No.  T-4889 . . 

Sigma  (toemical  (to _  ALT  Reagent  A,  Stock  No.  57-10 - 

Sigma  Chemical  Co -  ALT  Reagent  A,  Stock  No.  57-2 . . 


02/15/83 

01/28/86 

02/15/83 

02/15/83 

02/15/83 

10/12/87 

10/12/87 

10/12/87 

10/12/87 

10/12/87 

10/12/87 

10/12/87 

10/12/87 

10/12/87 


10/12/87 

10/12/87 

10/12/87 

10/12/87 

10/12/87 

06/27/83 

06/27/83 

02/15/83 

06/27/83 

06/27/83 

06/27/83 

06/27/83 

06/27/83 

06/27/83 

06/27/83 

06/27/83 

06/27/83 

06/27/83 

06/27/83 

06/27/83 

04/30/82 

07/22/81 

07/22/81 

11/13/84 

11/13/84 

11/13/84 

11/13/84 

11/13/84 

01/25/83 

07/24/84 

07/24/84 

04/02/86 

04/02/88 

07/12/83 

07/22/81 

11/13/84 


02/02/84 

02/02/84 

02/02/84 


10/26/84 

10/26/84 

10/26/84 


06/30/77 

05/11/81 

06/30/77 

05/11/81 

06/27/79 

06/27/79 
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Manufacturer  or  supplier 

Product  name/description 

Form  of  product 

Date  of 
application 

! 

Sigma  Chemical  Co . . . 

AST  Reagent  A.  Stock  No.  56-10 . 

Vial-  30  ml 

Sigma  Chemical  Co . 

AST  Reagent  A,  Stock  No.  56-2 . 

0fi/97/7Q 

Sigma  Chemical  Co . 

Add  Hematoxylin  Solution,  No.  285-2 . 

Sigma  Chemical  Co . 

Adenosine  Phosphate  Substrate.  Product  No.  675-1 . 

Sigma  Chemical  Co . - . 

Allylcyclopentylbarbituric  Add  (A-7787) . 

Sigma  Chemical  Co . . . 

AHyKsobutylbarbituric  Add  (A-i038) . 

Sigma  Chemical  Co . . . 

Alphaprodne  Hydrochloride  (A-1537) . 

Sigma  Chemical  Co . 

Alphenal  (A-11M) . .' . . 

Sigma  Chemical  Co . . . 

Ammonia  Reagent  Stock  No.  170-10 . . 

n?/i7/77 

Sigma  Chemical  Co . 

Ammonia  Reagent  Kit  Stock  No.  170-10 . 

Kit-  in  Vials 

Sigma  Chemical  Co . 

Ammonia  Reagent  Stock  No.  170-10 . 

IP/13/77 

Sigma  Chemical  Co . 

Ammonia  in  Plasma  Kit . . . 

19/ia/77 

Sigma  Chemical  Co . 

AmobartHlal.  Product  No.  A-5142 . 

Sigma  Chemical  Co . 

Antibody  Sensitized  Sheep  Erythrocytes  {EA7S) . . . 

m/np/Mi 

Sigma  Chemicetl  Co . 

Aprobarbital,  Product  No.  A-7b23 . 

Sigma  Chemical  Co . 

Barbital  Buffer,  Prcxfuct  No.  B-6632 . 

Sigma  Chemical  Co . 

Barbital  Buffer  with  Albumin  Stock  No.  880-3 . 

07/11 /PO 

Sigma  Chemical  Co . 

Barbital,  Product  No.  B-8632 . 

Sigma  Chemical  Co . 

Benzphetamine  Hydrochlorido,  Product  No.  B-8765 . 

Sigma  Chemical  Co . 

Sigma  Chemical  Co . 

Rutaharhital,  Prortiirt  No.  R-RRR9 . 

Sigma  Chemical  Co . 

Butalbital,  Product  No.  B-5514 . 

Sigma  Chemical  Co . . . 

Butethal  (B-7516) . 

Sigma  Chemical  Co . 

Cannabidiol,  Product  No.  C-6395 . 

Sigma  Chemical  Co . 

Cannabidiol,  Product  No.  C-6395 . 

Sigma  Chemical  Co . . . 

Sigma  Chemical  Co . 

Sigma  Chemical  Co . 

Chloral  Hycirate,  Product  No.  C-6516 . 

Sigma  Chemical  Co . 

Sigma  Chemical  Co . 

Chlordiazepoxide  (C-4782) . 

Sigma  Chemical  Co . 

Cocaine  Hydrochloride  Product  No.  C-1528 . 

Sigma  Chemical  Co . 

Sigma  Chemical  Co . 

D-Amphetamine  Sulfate,  Product  No.  A-3278 . 

ns/11/fti 

Sigma  Chemical  Co . 

D1 -Amphetaminn  HCI  ,  Prndiiot  No  A-.Sni7 . 

Sigma  Chenwcal  Co . . . . 

Dextropropoxyphene  Hydrochloride  (D-8901) . 

09/?7/a4 

Sigma  Chemical  Co . 

Diazepam,  Product  No.  D-9900 . 

0A/nA/A4 

Sigma  Chemical  Co . . . 

Diethylpropion  Hydrochloride,  Product  No.  D-7274 . 

OQ/IQ/AO 

Sigma  Chemical  Co . 

Oiphenox^ate  (b-0780) . 

nQ/n.R/A.(; 

Sigma  Chemical  Co . . . 

Sigma  Chentical  Co . 

Drug  Standard  Mix  2,  D-3030 . 

Sigma  Chemical  Co . 

Sigma  Chemical  Co . . . 

OQ/IQ/A,*^ 

Sigma  Chemical  Co . . 

Flunitrazepam  No.  F-8763 . 

nfi/r»n/A7 

Sigma  Chemical  Co . 

OA/nA/AA 

Sigma  Chemical  Co . 

Gelatin  Veronal  Riiffer  (GVRP+)  No  G-fi-514  . 

HA/IA/AA 

Sigma  Chemical  Co . . . 

Glutethimide,  Product  No.  G-3134 . 

nA/An/77 

Signta  Chemical  Co . 

MUMMHIil  iilil  mniiiiiii 

n7/?A/AA 

Sigma  Chemical  Co . ; . 

Glycerophosphate  Substrate,  Prorkict  No  71)4-1 . 

07/PR/AA 

Sigma  Chemical  Co . . 

OA/An/77 

Sigma  Chemical  Co . . 

0A/An/A7 

Sigma  Chemical  Co . . 

Ibiogaine  HCL,  Product  No.  1-4630 . 

OA/An/77 

Sigma  Chemical  Co . 

LDH  Electrophoresis  Buffer,  Stock  No.  705-1 . 

01/04/77 

Sigma  Chemical  Co  . . 

LDH-P  Rea^nt  No.  125-10 . 

OA/9Q/70 

Sigma  Chemical  Co . 

LDH-P  Rea^nt  No.  125-100 . 

Ofi/PQ/70 

Sigma  Chemical  Co . . 

0A/9A/AA 

Sigma  Chemical  Co . 

Lysergic  ArM  ,  Prnrtiict  No  1 -.5661  .  , . 

OA/AO/77 

Sigma  Chemical  Co . . . 

OA/OA/7g 

Sigma  Chemical  Co . 

OQ/OA/O*} 

Sigma  Chemical  Co . . . 

Medazepam  (M-7646) . 

OA/9A/AA 

Sigma  Chemical  Co . 

Meperidine  H^rochloride  (M-1020) .  . 

OA/97/A4 

Sigma  Chemical  Co . . . . . 

Mephnharhital,  Prnrliict  No  M-.'1514  . 

Viai:  1  mi . 

OA/11/A1 

Sigma  Chemical  Co . 

OA/pA/OS 

Sigma  Chemicai  Co . . . 

Mescaline  HC1,  Product  No.  M-5153 . 

Ofi/AO/77 

Sigma  Chemical  Co . 

Sigma  Chemical  Co . - . 

Methamphetamine  HC1,  Product  No.  M-5260 . 

OA/AO/77 

Sigma  Chemical  Co . 

Methaqualone  Hydrochloride,  Prorliict  No.  M-3393 . 

OQ/lfl/AA 

Sigma  Chemical  Co. . . . . 

10/01 /A4 

Sigma  Chemical  Co . . . 

Methyprylon,  Product  No.  M-1769 . 

OA/OA/A4 

Sigma  Chemical  Co . . . 

MnrpMn^3-R-D  Gkir^ironirle,  Prrvluct  No  M-4P66 . 

10/?1/A? 

Sigma  Chentical  Co . 

N,N-Diethyltryptamine,  Product  No.  D-0392 . 

0A/11/A1 

Sigma  Chemical  Co . 

N,N-Oimethyitryptamine,  Product  No.  D-6263 . 

nA/On/77 

Sigma  Chemical  Co . 

Nalorphine  Hydwhioride . 

OA/07/A4 

Sigma  Chemical  Co . 

Oxazepam,  0-1755 . 

OA/AO/A7 

Sigma  Chemical  Co . 

Oxycodone  Hydrochloride,  Product  No.  0-2628 . 

OQ/1Q/A0 

Sigma  Chemical  Co . 

Paraldehyde,  Product  No.  D-3778 . . 

io/?i/o? 

Sigma  Chemical  Co . 

Sigma  Chemical  Co . 

Signw  Chemical  Co . 

Pentobarbital,  Product  No.  P-3393 . 

Sealed  Ampule:  1  ml . 

06/30/77 
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Manufacturer  or  supplier 


Product  name/description 


Form  of  product 


Date  of 
application 


Phencydidino,  No.  P-7043 . . 

PhenrSmelrazine,  Product  No.  P-3524 _ 

PhenobarMal  Prod.  No.P-3643 . . 

Phentermine  Hydrochloride,  Product  No.  P-7655~ 

Phenylacetone,  Product  No.  P-2024 . 

Prazepatn.  No.  P-7168 . 

SCOT  10  Assay  Vial  No.  55-10 . 

SGOT  Reagent  No.  155-10 . . 

SCOT  Reagent  No.  155-100 . 

SGOT  Single  Assay  Vial  No.  55-1 - 

SGOT  Single  Assay  Vial  No.  55-5 . . 

SGPT  10  Assay  Vial  No.  55-10P _ _ 

SGPT  Assay  Vial  No.  55-5P . . 

SGPT  Reagent  No.  155-100P.._ . . 

SGPT  Reagent  Na  155-10P _ 

SGPT  Single  Assay  Vial  No.  55-IP . 

Secobarbital,  Product  Na  S-4006 _ 

Temazepam,  No.  T-4903 . 

Tbebaine,  Product  No.  T-5270 - 

Thiamyial  Sodium,  Product  No.  T-6896 - 

Thiopental  (T-1022) - - 

Trizma-Barfaital  Buffer,  Stock  No.  710-1 _ 

Tropaoocaine,  Product  No.  T-4516 - 


Regal  ISOXL- 


06/30/87 

05/11/81 

06/30/77 

09/10/83 

05/11/81 

06/30/87 

05/29/73 

05/29/73 

05/29/73 

05/29/73 

05/29/73 

05/29/73 

05/29/73 

05/29/73 

05/29/73 

05/29/73 

06/30/77 

06/30/87 

09/19/83 

06/08/84 

08/27/84 

01/04/77 

05/11/81 


Aik  Mix  No.  04-9210....„ . - - - 

Amobarbital,  No.04-9170 . . . . . . 

Amph.  Mix  Catalog  No.  4-9205 . . . . . — 

Are^tamine  No.04-9165 . — . — . - . . . . 

/tntioonvulsant  Mixture  No.1;  No.  04-9202..„ - - 

Anliepilepkc  Calibration  Standard  KK,  No.  4-9259  - - - 

Antiepileptic  Cakbration  Starxiards,  Noe.  4-9256, 4-9257, 4-9258 . 

Aprobarbital  No.04-9171 - - - - - - 

Bisb.  Mix  1,  Catalog  No.  4-9200 . . 

Barb.  Mix  2,  Catalog  No.  4-9201 . . 

Barbital,  Catalog  No.  4-9279 . . 

Barbiturates  Test  Mix  Catalog  No.  4-9295 - - - 

Carmabidiol,  No.  04-9221 . - . . . . . . 

Cannabinol,  No.  04-9235 . - . 

Cocaine,  No.  04-9188 . . 

Codeine  No.  04-9161 . . . . 

Cydobarbital  No.  04-9175 . . . 

Delta-1  THC,  No.  04-9237 . . . . . . . . 

Oelta-e  THC,  No.  04-9238 . . 

Dextroamphetamine,  No.  4-9185 . — . . 

GkJtethimide  No.  04-9173 . 

Heroin  No.  04-9162 . 

Hexobarbital  No.  04-9177 . . . - 

Mephobarbital  No.  04-9178 . . . - . 

Meprobamate,  No.  4-9184 - - - - - 

Methadone  No.  04-9163 . . 

Methamphetamine  No.  04-9168 - - - 

Methaqualone,  No.  04-9183 . . 

MorpNne  No.  04-9160 - - - 

Pentobarbital  No.  04-9179 - - - - - - 

Phertobarbital  No.  04-9181  . . . 

Psilocybin,  No.  04-9191 . . 

Secobvbital  No.  04-9180 . — . . 


AccuLevel  Phenobarbital  Test  Control  Stock  Solution . 

AccuLevel  Phenobarbital  Test  Kit  (Catalog  No.  1(XX)19)  Contains: 
(l)AccuLevei  Phenobarbital  Corrtrol;  (2)AccuLevel  Reagent  I. 

Advance  T-3  Uptake  Assay . 

AdvatKO  Thyroxin  Assay . 

Antiepkeptlc  Drug  Control . . . — . - 

Emit  700  Amphetamine  Assay  Catalog  No.  3C919 - - - - . 

Emit  700  Barbiturate  Assay  Catalog  No.  3D919 - - - . 

Emit  700  Calibrator  A  Catalog  No.  3A919 . 

Emit  700  Calibrator  B  Catalog  No.  3A969 . 

Emit  700  Cannabinokj  (100)  Assay  Catalog  No.  3M919 . 

Emit  700  Cannabinoid  (100)  Calibrator  Catalog  No.  3M969 . . 

Emit  700  Cannabinoid  (20)  Assay,  Catalog  No.  3M959 . . . . 

Emit  700  Cannabinoid  (Doritrol  Set  Catalog  No.  3M989 . 

Emit  700  Cocaine  Metabolite  Assay  Catalog  No.  3H919 . 

Emit  700  Control  Set  A  Catalog  No.  3A939 . . 


08/28/73 

12/22/72 

06/09/86 

12/22/72 

06/16/77 

05/21/80 

05/21/80 

12/22/72 

06/09/86 

06/09/86 

06/09/86 

02/25/87 

11/27/74 

11/27/74 

06/05/75 

12/22/72 

12/22/72 

11/27/74 

11/27/74 

05/21/80 

12/22/72 

12/22/72 

12/22/72 

12/22/72 

05/21/80 

12/22/72 

12/22/72 

06/05/75 

03/08/78 

03/08/78 

03/08/78 

06/05/75 

03/08/78 


10/31/85 

01/24/86 

05/11/82 

05/11/82 

08/27/74 

10/12/84 

10/12/84 

10/05/84 

10/05/84 

10/12/84 

10/09/84 

09/15/86 

10/09/84 

10/12/84 

10/09/84 


(0  0) 
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Emit  700  Control  Set  B  Catalog  No.  3A989 . 

Emit  700  Methaqualone  Assay  Catalog  No.  30919 . - . . 

Emit  700  Opiate  Assay  Catak^  No.  3B919 . . 

Emit  700  Phencyclidine  Assay  Catalog  No.  3J919 . 

Emit  AEI>Ho.  1  Calibrator . 

Emit  AEO-No.  2  Calibrator . 

Emit  AEO-No.  3  Calibrator . 

Emit  AEO-No.  4  Calibrator . . . 

Emit  AEO-No.  5  Calibrator . 

Emit  Convenience  Pack  Pherxrbarbital  Assay:  Catalog  No.  50009 

Emit  Pherrobarbital  Enzynte  Reagent  B . 

Emit  Qst  Phenobarbital  Bulk  Powrder  Reagent . . . . 

Emit  Qst  Primidone  Assay  Catalog  No.  60819 . 


Emit  T-Uptake  Assay  (Thyroid  Hrxmone  Bkxling  Ratio)  Catalog  No. 
6JS19. 

Emit  Tox  Serum  Benzodiazepine  Assay  Kit  Corrtaining:  Emit  Enzyme 


Reagerrt  B. 


Emit  d.a.u.  Amphetamine  Assay  Catalog  Nos.  3C019, 3C119 . 

Emit  d.a.a  Berizodiazepine  As^  Catalog  Nos.  3F019,  3F119 . 

Emit  d.a.a  Cannabinoid  100  ng  Assay,  Catalog  No.  3M119 . 

Emit  d.a.u.  Cannabinoid  20  ng  Assay  Catalog  No.  3M619 . 

Emit  d.a.u.  Cannabinoid  20  ng  Enzym  Reagent  B . 

Emit  d.a.u.  Cannabinoid  50  ng  As^  Calibrators,  Low  and  Medium: 
Catalog  No.  3M509. 

Emit  d.au.  Cannabinoid  50  ng  Assay:  Cat  No.  3M519 . 

Emit  d.aAi.  Cannabinoid  Assay  Catalog  No.  3M019 . 


Emit  (La.u.  Cannabinoid  Urine  Calibrator  Set 


Emit  da-u.  Cocairre  Metabolite  Assay  Catalog  Nos.  3H019,  3H119. 


Emit  d4La  Low  Calibrator  A 


Emit  d.a.u.  Medium  Calibrator  B. 


Emit  d.aa  Methadone  Assay  Catalog  Nos.  3E019, 3E11B . 

Emit  d.a.u.  Opiate  Ass^  Catalog  Nos.  3B019,  361 19 . 

Emit  d.a.u.  Phencyclidine  Assay  Kk  Containing:  (1)  Emit  Phencycli¬ 
dine  Enzyme  Reagent  B. 

Emit  djLU.  Barbiturate  Assay  Catalog  Nos.  30019,  30119. . 


Emit  d.a.a  Low  Calibratrx  B 


Emit  d.&a  Medium  Calibrator  A. 


Emit-Tox  Serum  Barbiturate  Assay . 

Emit-Qst  Phenobarbital  Assay,  Catalog  No.  60819. 
Emit-Tox  Serum  Calibrators,  Low  and  Medium . 


Emk-djLU.  Methaqualone  Assay 


Emit-st  Amphetamine  Assay. 
Emk-st  Barbiturate  Assay . 


Emit-st  Benzodiazepine  Assay. 


Emit-st  Cannabinoid  Assay  Catalog  No.  3M319 


Emit-st  CarmabiTKNd  Calibrator 


Emit-st  Carmabinoid  Controls . 

Emit-st  Opiate  Assay . 

Emit-st  PhencycNdirre  Assay . 

Emit-st  Serum  Barbiturate  Assay. 


Emit-st  Serum  Benzodiazepine  Assay 


Emit-st  Serum  Calibrator 


Emit-st  Serum  Controls . 

Emit-st  Serum  Phencyclidine  Assay . 

Emit-st  Urine  Calibrator  A . . 

Emit-st  Urine  Cocaine  Metabolite  Assay 
Emit-st  Urine  Controls  A . 


Emit-st  Urirre  Methadone  Assay 


Emit-st  Urine  Methaqualone  Assay. 


Emit-st  Urine  Methaqualone  Calibrator. 


Emit-st  Urine  Methaqualone  Controls. 


Ammonium  Sulfate  Reagent  No.  T01-1 139 . . . 

Set  Point  RA-1000  Systems  T4  Standards  Product  No.  T03-1481 


T4  Aggkitinator  Reagent  No.  T1 1-1484. 
TOC  T.D.M.  Calibrator  1,  No.  T13-1150 
TOC  T.D.M.  Control  A.  No.  T13-1115 . 


Agar  Gel  Plates,  No.  6794 
Agar  Gel  Plates,  No.  71 14 
Buffer  No.  3017 . 


Buffer  No.  8793 


Dikitmg  Fluid  No.  3400 


Date  of 
application 


10/09/84 

10/19/64 

10/12/84 

10/12/84 

08/27/74 

08/27/74 

08/27/74 

08/27/74 

08/27/74 

11/23/87 

06/27/74 

06/05/86 

11/12/85 

05/22/79 

02/29/88 

02/01/79 

09/27/84 

09/27/84 

09/12/86 

02/10/86 

02/10/86 

06/01/88 

06/01/88 

09/24/84 

01/03/80 

09/27/84 

07/20/84 

08/03/84 

10/05/84 

09/27/84 

02/01/79 

09/27/84 

08/03/64 

07/20/84 

05/22/79 

01/18/84 

02/01/79 

04/27/82 

10/03/80 

10/03/80 

10/03/80 

09/27/84 

07/10/81 

07/10/81 

10/03/80 

01/07/81 

02/16/81 

02/16/81 

02/16/81 

02/16/81 

02/16/81 

10/03/80 

03/16/82 

10/03/80 

03/22/62 

04/27/82 

04/27/82 

04/27/82 


01/31/80 

08/02/85 


06/02/85 

01/31/80 

01/31/80 


08/01/72 

01/15/87 

08/31/71 

08/01/72 

08/31/71 
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Exempt  Chemical  Preparations— Continued 


Manulacturef  or  supplier 


Product  name/description 


Form  of  product 


Technicon 

Technicon 

Technicon 

Technicon 

Technicon 

Technicon 

Technicon 

Technicon 

Technicon 

Technicon 

Technicon 

Technicon 

Technicon 

Technicon 

Technicon 

Technicon 


Inshunrarfts 

Instruments 

Instruments 

Instruments 

Instruments 

Instruments 

Instruments 

Instruments 

Instniments 

Instruments 

Irrstrumertts 

Instruments 

Instruments 

Instruments 

Instruments 

Instruments 


Corporation .  Electrode  Buffer,  DR071 72 . 

Corporation .  LD  Electrode  Buffer,  Dfl07173 . 

Corporation .  Ligand  Control  l-No.  4814,  ll-No.  4824,  ani  Ill-No.  4834 

Cortxxation .  Partial  Thromboplastin  (Dried),  No.  3491 . 

Corporation .  Therapeutic  Drug  Monitoring  Survey  f 'Z^ . 

Corporation .  Therapeutic  Drug  Monitoring  Survey  (Z  Series) . 

Corporation .  Therapeutic  Monitor  Level  I  No.  4881 . 

Corporation .  Therapeutic  Monitor  Level  II  No.  4882 . 

Corporation .  Therapeutic  Monitor  Level  III  No.  4883 . 

Corporation .  Toxicology  Survey  (‘T*) . - . 

Corporation .  Toxicology  Survey  (T  Series) . 

Corporation .  Toxicology  Urine  Control  No.  0841 . 

Cor^ation .  Toxicology  Urine  Control  No.  0842 . 

Corixyation .  Urine  Ck^ol  No.  0277 . 

Corporation .  Urine  Toxicology  Survey  ("l/Pl . 

Corporation .  Urine  Toxicology  Survey  (UT  Series) . 


Tempil  OlvWon,  Big  Three 

Industries,  Inc. 

Tempil  Divisioa  Big  Three  Industries,  Tempilaq  Striped  Mylar - 

Inc. 

The  Theta  Corp. 

The  Theta  Corp .  Allobarbital  No.  FP305 . 

The  Theta  Corp .  Amobarbital  No.  FP313 . 

The  Theta  Corp .  Amphetamine  No.  FP604... 

The  Theta  Corp . . . - .  Arrileridine  No.  FP203 . 

The  Theta  Corp .  Aprobarbital  No.  FP306 . 

The  Theta  Corp .  Barbital  No.  FP314 . 

The  Theta  Corp .  Benzoylecgonine  FP-1001 . 

The  Theta  Corp .  Butabarbital  No.  FP315 . 

The  Theta  Corp .  Butalbital  No.  FP307 . 

The  Theta  Corp . - .  Chloral  Betaine  No.  FP502 

The  Theta  Corp . .  Chloral  Hydrate  No.  FP501 

The  Theta  Corp .  Cocaine  No.  FP601 . 

The  Theta  Corp .  Codeine  No.  FP102 . 

The  Theta  Corp .  Cyclobarbital  No.  FP308 . 

The  Theta  Corp .  Dihydrocodeino  No.  FP108 

The  Theta  Ctorp .  Diphenoxylate  No.  FP205._ 

,  The  Theta  Corp .  Ethchlorvynol  No.  FP508.... 

The  Theta  Corp .  Ethylmorphino  No.  FP106 .. 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . - . 

The  Theta  Corp . 

The  Theta  Corp..„ . 

The  Theta  Corp.- . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . . . 

The  Theta  Corp — . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . - . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 


Date  of 
application 


12/26/74 

02/12/79 

02/24/81 

08/31/71 

12/16/87 

09/24/86 

01/20/83 

01/20/83 

01/20/83 

12/16/87 

09/24/86 

06/11/82 

06/11/82 

04/14/81 

12/16/87 

09/24/86 


04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

01/24/87 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

09/04/80 

05/15/84 

04/10/84 

04/10/84 

03/08/79 

05/15/84 

05/15/84 

05/15/84 

03/08/79 

03/08/79 

05/15/84 

03/08/79 

04/10/84 

05/15/84 

05/15/84 

05/15/84 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 
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Exempt  Chemical  Preparations— Continued 


Manuiacturer  or  supplier 


Product  name/description 


Form  of  product 


Date  of 
application 


The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . ... 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp.- . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp . 

The  Theta  Corp _ 

The  Theta  Corp._ . 

The  Theta  Corp- . 

The  Theta  Corp . 

The  Theta  Corp.- . 


Pentobarbital  Na  FP318 . - _ _ 

Phenazocine  No.  FP213 _ _ _ _ _ _ 

Phenmetrazine  No.  FP606 . . . 

Phenobarbital  No.  FP320 . - _ _ _ 

Piminocfine  No.  FP202 _ _ 

Probarbital  Na  FP319 . . . - 

Secobarbital  No.  FP310 . . . - . . 

Talbutal  No.  FP311 . . . . 

Test  Mixlt.se  SM  Na  1 _ _ - _ _ _ _ 

Test  Mixture  SM  No.  2 . - . - . - . . 

Test  Mixture  SM  No.  3 . . 

Test  Mixture  SM  No.  4 . - . - . . 

Test  Mixture  SP  No.  1 . . . . . 

Test  Mixture  SP  No.  2 . - . - . . . - . 

Test  Mixture  SP  No.  3 - - - - - - - . 

Test  Mixture  SP  No.  4 . 

Test  Mixture  TM  No.  1 . 

Tost  Mixture  TM  No.  2 . 

Thiamylal  Na  FP322 _ _ 

Thiop«ital  No.  FP321 . . 

Vinbarbital  No.  FP312 . 

Weekly  Urine  Test  (FDA)  No.  FPM-101 . 

Weekly  Urine  Test  (States)  No.  FPM-102 . - . 


Travenol  Labs  (Clinical  Assays 
Division) 

Travenol  Labs  (Clinical  Assays  Oivi- 
Sion). 

Traverx)!  Labs  (Clinical  Assays  Divi¬ 
sion). 

Traveriol  Labs  (Clinical  Assays  Divi- 
sion). 

Travenol  Labs  (Clinical  Assays  Divi¬ 
sion). 

Travenol  Labs  (Clinical  Assays  Divi¬ 
sion). 

Traveriol  Labs  (Clinical  Assays  Divi¬ 
sion). 

Traveriol  Labs  (Clinical  Assays  Divi- 
sion). 

Travenol  Labs  (Clinical  Assays  Divi¬ 
sion). 

Travenol  Labs  (Clinical  Assays  Divi¬ 
sion). 

Traveriol  Labs  (Cfinical  Assays  Divi¬ 
sion). 

Travenol  Labs  (Clinical  Assays  Divi¬ 
sion). 

Travenol  Labs  (Qinical  Assays  Divi¬ 
sion). 

Travenol  Labs  (Clinical  Assays  Divi¬ 
sion). 

Utak  Laboratories 

Utak  Laboratories . 

Utak  Laboratories . 

Utak  Laboratories . 


(1251)  Human  TSH  Radioimmunoassay  Kit-.. 


(1251)  Human  TSH  Tracer . . . . . . 

Anticonvulsai4  Drug  Controls . . 


Assay  buffer  CA-742 . 


Utak  Laboratories... 
Utak  Laboratories... 
Utak  Laboratories.. 
Utak  Laboratories.. 

Utak  Laboratories.. 
Utak  Laboratories.. 
Utak  Laboratories.. 
Utak  Laboratories.. 
Utak  Laboratories.. 

Utak  Laboratories.. 
Utak  Laboratories- 
Utak  Laboratories- 


Weseor,  hw. 

Wascor,  Inc . . . 

Wien  Laboratorlee,  Ina 

Wien  Laboratories,  Inc . 


CA-380  Phenobarbital  Serum  Standard  1:101  dilution  of  1.0  ug/  ml.... 

CA-381  PherKtbarbital  Serum  Standard  1:101  dilution  of  3.0  ug/  ml.... 

C!A-382  Pherxibarbital  Serum  Standard  1:101  dilution  of  10  ug/  ml . 

CA-383  Phenobarbital  Serum  Standard  1:101  dilution  of  30  ug/  ml . 

CA-384  Phenobarbital  1:101  dilution  of  100  ug/  ml _ _ _ -.... 

CA-419  Anticonvulsant  Drug  Control,  Level  I . - . — . . . 

CA-420  Anticonvulsant  Drug  Control,  Level  II . 

Human  TSH  standards,  2.0  ulU/  ml,  5.0  uHJ/  ml,  10  ulU/  ml,  20 
ulU/  ml,  50  UlU/  ml. 

Rabbit  Anti-Human  TSH  Serum . . . . 


Toxicology  Corttrol-High  Range  Anticonvulsants  No.  71910 . 

Toxicology  Control-High  Range  Barbiturates  No.  71916 . 

Toxicology  Control-High  Range  Hypnotic  Plus  Acetaminophen,  No. 
71918. 

Toxicology  Control-High  Range  Hypnotic  Plus  Salicylate,  No.  71920... 

Toxicology  Ckxitrol-Mid  Range  Anticonvulsants  No.  71911 . 

Toxicology  Control-Mid  Range  Barbiturates  No.  71917 . - . 

Toxicology  Control-Mid  Range  Hypnotic  Plus  Acetaminophen,  No. 
71919. 

Toxicology  Control-Mid  Range  Hypnotic  Rus  Salicylate,  Na  71921..... 

Toxicdogy  Serum  Control  Dried  #881 12 . . . 

Toxicology  Serum  Control  Dried  #88113 . 

Toxicology  Serum  Control  Dried  #88120 . . 

Toxicology  Serum  Control— Dried  Catalog  Nos.  44610,  44612, 
44632.  44635,  44636,  44637,  44642,  44645, 44646,  44647,  44658. 

Toxicology  Urine  Contrxrl  Dried  #88100.- . . . . 

Toxicology  Urine  Control  Dried  #88121 . 

Toxicology  Urine  Control— Dried  Catalog  Nos.  44650, 44651, 44652, 
44653. 


04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

06/19/74 

06/19/74 

06/19/74 

06/19/74 

06/19/74 

06/19/74 

06/19/74 

06/19/74 

06/19/74 

06/19/74 

04/10/73 

04/10/73 

04/10/73 

04/10/73 

04/10/73 


04/14/80 

04/14/80 

04/14/80 

04/14/80 

04/14/80 

04/14/80 

04/14/80 

04/14/80 

07/29/82 

07/29/82 

07/29/82 

05/24/76 

07/29/82 

07/29/82 

05/24/76 


I  ANS  Buffer  pH  6.6  Catalog  No.  T-S144 . 
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Exempt  Chemical  Preparations— Continued 


Manufacturer  or  supplier 

Product  name/descrlptlon 

Form  of  product 

Date  of 
application 

Wien  Laboratories,  Inc . 

Buffer  Reagent  pH  8.6  Catalog  No.  T-5065 . . . 

12/22/72 

12/22/72 

09/13/78 

Wien  Laboratories,  Inc . 

Coaled  Charcoal  Suspeneion  No.  T-5077 . 

Wien  Laboratories,  Inc . . . 

T3  Buffer  Reagent  Catalog  No.  T-5156 . . 

Plaalic  Vial- 9n  ml 

WIftdsor  Laboratories,  hie. 

Wirxlsor  Laboratories,  Inc . 

Calibrators  FPR  PherKibarbital . . . 

Ktt-  A  Viola 

10/30/86 

11/20/86 

Windsor  Laboratories,  IfK . 

Ptienobarbital  Fluorescence  Polarization  Immunoassay  Kit . 

[FR  Doc.  88-20080  Filed  9-15-88;  8:45  am] 
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